The morgue of the old crematorium in the 
Auschwitz concentration camp is said to have 
been the first location where mass gassings 
of Jews occurred over an extended period 
of time. In this study, Italian scholar Carlo 
Mattogno analyzes the most important wit- 
ness testimonies and juxtaposes them with 
original German wartime documents as well as material 
evidence still available today. Mattogno shows that the wit- 
ness testimonies are either extremely vague, or where they 
are specific, that they contradict each other and speak about 
physical impossibilities. 

A few witnesses made more specific statements, which 
allow for their verification. Mattogno performs an analysis of 
these statements with the help of both original German war- 
time documents and material evidence. His analysis reveals 
that the claims of these witnesses are totally unfounded. 

Mattogno also exposes the fraudulent attempts of main- 
stream historians to convert the witnesses’ black propa- 
ganda into “truth” by means of selective quotes, omissions, 
and distortions. 

Finally, Mattogno shows with forensic methods - by 
investigating the current state of this morgue as presented 
to tourists today - that this crematory’s morgue has never 
been anything different than what it was meant to be: a 
morgue. 
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Introduction 


The official history of the plan for the extermination of the Jews that was 
allegedly implemented at Auschwitz between 1 942 and 1 944 begins, as is well 
known, with an impalpable event: the first homicidal gassing in the basement 
of block 1 1 of Auschwitz. This deed is said to have taken place between Sep- 
tember 3 and 5, 1941, and to have led to the death of 250 sick detainees and 
600 Soviet prisoners of war. I dedicated an in-depth study to this alleged event 
in 1992 1 - recently published in English 2 and German 3 in a revised, corrected, 
and enlarged edition - in which I demonstrated that this event has no historical 
foundation. 

Official historiography affirm s that, because the basement of block 11 
caused too much time to be lost in ventilation, the homicidal gassings were 
subsequently moved to the morgue ( Leichenhalle ) of crematorium I, the old 
crematorium ( altes Krematorium ) at Auschwitz, and that this space was then 
equipped with a ventilation device to make it suitable for such a purpose. 
There is, however, no trace in the documents of any such criminal use of this 
hall. 

Initially at least, the homicidal activity, which allegedly went on in this 
morgue, is said to have been of an experimental nature aiming at a refinement 
of the method used. As in the case of the “first gassing,” this activity rests en- 
tirely on testimony. In view of the total absence of documentary confirmation, 
this alleged milestone of the official history of the camp was for decades rele- 
gated to the murky sidelines of historical research, generally dealt with in a 
few pages, if not a few lines of text. 

In the present study, which is the logical sequel to Auschwitz: The First 
Gassing, I shall examine the topic of the alleged gassings in the morgue of 
crematorium I from three converging viewpoints: the origin of the account and 
its development in the testimonies; the ventilation projects for crematorium I 
and their implementation; and the material and documentary evidence. 

The conclusions of this three-pronged approach, as we shall see in the 
chapters that follow, squarely contradict the assertions of official historiogra- 
phy and lay bare the true nature of their shaky conjectures, which have no ob- 
jective backing. 


1 C. Mattogno, Auschwitz: la prima gasazione. Edizioni di Ar, Padua, 1992. 

2 C. Mattogno, Auschwitz: The First Gassing. Rumor and Reality, Theses & Dissertations Press, 
Chicago 2005. 

3 Auschwitz: Die erste Vergasimg. Gerucht und Wirklichkeit, Castle Hill Publishers, in preparation. 
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Chapter I: 

The Origin of the Homicidal Gassing Story 

1 . The “Gas Chamber” of Crematorium I in the Reports 
from the Secret Resistance Movement at Auschwitz 

From April 1941 onwards, various resistance groups that had sprung up 
among the detainees regularly sent out detailed reports on the events in the 
camp, which were then collected and disseminated by the Polish government 
in exile in London. These reports, published by the Auschwitz Museum as a 
book of nearly 200 pages, 4 5 refer several times to rumors relating to the first al- 
leged gassing in the basement of block 1 1 - which, however, is never men- 
tioned' - as well as to the alleged homicidal activity in the two provisonal gas 
chambers at Birkenau - likewise never referred to by that name. 6 7 On the other 
hand, these reports are practically silent about homicidal gassings, which al- 
legedly went on for a good 14 months in the morgue of crematorium I. 

The crematorium of the Auschwitz camp comes up for the first time in a 
report dated June 1942, which merely states:' 

“The bodies of those who die in the camp are taken to the crematorium, 
which can burn only 200 persons [corpses] per day, the remainder are 
taken to Brzezinka [Birkenau] and buried in graves dug for that purpose. 
The corpses of those who have been gassed are also buried there. ” 

The next reference to the crematorium is contained in a “letter written from 
the Auschwitz camp” dated August 29, 1942: 8 

“Every day, two fully loaded carts, which contain some 150 persons 
[coipses], go to the crematorium, which has been enlarged and remodeled 
to absorb 200 persons [corpses] in 24 hours. ” 

The “Memorandum on the situation in the country for the period of Octo- 
ber 1 1 through November 15, 1942” gives the following information: 9 

“The official book of the detainees who have been burnt so far in the 
crematoria [10] of Auschwitz lists as of August 15 some 18,800 [n] surnames 


4 “Oboz koncentracyjny Oswi^cim w swietle akt Delegatury Rz^du R.P. na Kraj” (The Auschwitz 
Concentration Camp in the Light of the Proceedings of the Delegatura of the Polish Government 
in Exile), Zeszyty oswiycimskie, special no. I, Wydawnictwo Panstwowego Muzeurn w 
OswLcimiu, 1968. 

5 Ibid., pp. 1 1, 15, 16, 52, 67. Cf. C. Mattogno, op. cit. (note 2), pp. 31-36. 

6 Cf. in this respect my study The Bunkers of Auschwitz. Black Propaganda versus History’, Theses 
& Dissertations Press, Chicago 2005. 

7 “Oboz koncentracyjny...,” op. cit. (note 4), p. 34. The last sentence refers to the alleged tempo- 
rary gas chambers of Birkenau. 

8 Ibid., p. 42. 

9 “Oboz koncentracyjny...,” op. cit. (note 4), p. 56. The report is dated November 15, 1942. 



10 


Carlo Mattogno, Auschwitz: Crematorium I 


of martyrs for this camp. Not mentioned in this book are the tens of thou- 
sands who are sent to Auschwitz merely for the purpose of being extermi- 
nated there immediately in the gas chambers. ” 12 

The only reference to the alleged gas chamber in crematorium 1 appears in 
a report of November 1942: 13 

“ There are two poisoning sites: in the camp crematorium (capacity 400 
persons) and at Brzezinka [Birkenau], where several considerably larger 
houses near the forest have been converted for this purpose. ” 

Surprisingly, for the 14 months of the operation of the “gas chamber” in 
crematorium I, where several tens of thousands of people are said to have per- 
ished, no detainee in the camp noted anything, and the “truth” was discovered 
by the resistance movement of the camp only a few weeks before such activity 
allegedly ended! 


2. Origin and Development of the Official Version 

Between February 14 and March 8, 1945, an investigative Commission 
consisting of the Poles R. Dawidowski and J. Dolinski and the Soviet citizens 
V.F. Lavrushin and A.M. Schuer drew up a report on the “gas chambers” and 
the crematoria of Auschwitz-Birkenau, which contains the following passage 
on crematorium I: 14 

“In early 1941, a crematorium, designated as crematorium #1, was 
started up in the Auschwitz camp. It had two ovens with two muffles [each], 
heated by four coke gasifiers. At the end of 1941, in September or Octo- 
ber , [15] a third oven with 2 muffles of the same type as the first two was set 
up in the same place [the oven room]. Each muffle could accomodate 3 to 
5 corpses at one time, cremation lasted one hour and a half, and the num- 
ber of corpses cremated amounted to 300 to 350 per day. Next to this cre- 
matorium there was a gas chamber, which had, at either end, gas-tight 
doors with peep-holes and in the ceiling four openings with hermetic clo- 
sures through which the ‘Ziklon 'for the killing of the persons was thrown. 
Crematorium I functioned until March 1943 and existed in that form for 
two years. ” 

On the basis of rather fanciful assumptions (an operational period of 14 
months, an activity coefficient of 0.5 and a monthly capacity of 9,000 
corpses), the experts then calculated a total of 63,000 corpses as having been 


10 “w krematoriach;” as is well known, at that time there existed only one crematorium, the one at 
the main camp (Stammlager). 

1 1 The accuracy of this figure cannot be verified, because the registers of the cremations have not 
been preserved. 

12 “w komorach gazowych ” 

13 "Oboz koncentracyjny...,” op. cit. (note 4), p. 69. 

14 GARF, 7021-108-15, pp. 2f. This report exists in a number of copies. 

15 The date is in error, Cf. chapter V.3. 
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cremated, 16 but did not specify whether these were victims of the alleged gas 
chamber. 

The description was very terse, because the Soviets had not yet found ei- 
ther witnesses or documents regarding the homicidal use of the crematorium. 
The latter was obviously assumed on account of the three gas-tight doors 
(' Gasschutztiiren ), which, as we shall see in chapter VI, had been installed in 
late 1944, when the crematorium was converted to an “air-raid shelter for the 
SS hospital with operating room’’ ( Luftschutzbunker fur SS-Revier mit einem 
Operationsraum). This is confirmed by the fact that, in its original state, the 
morgue did in fact have two doors, but not “at either end.” That was the case 
in the February to March 1945 period. 

The serious gaps of the Soviet Commission were only partially filled a few 
months later by a Polish detainee, Stanislaw Jankowski. 17 He created the liter- 
ary fetus of the story of the gassings in crematorium I, which, however, went 
nearly unnoticed by interrogators and historians alike. 

On September 26, 1946, at the request of Jan Sehn, the investigating judge 
in the trial of Rudolf Hoss (March 11-29, 1947) and that of the Auschwitz 
camp garrison (November 25 to December 16, 1947), the engineer Roman 
Dawidowski drew up a lengthy technical opinion on the alleged extermination 
installations at Auschwitz-Birkenau. On the subject of criminal activity in 
crematorium I, this expert wrote: 18 

“One now began to poison people regularly with Zyklon B and to use 
for that purpose the Leichenhalle (morgue) of crematorium I (photograph 
18 ) ph j s chamber had a floor area of 65 square meters - 17 by 4.5 me- 
ters [20] - and on both sides had a gas-tight door. Gassing took place by 
dumping the contents of Zyklon cans through openings in the ceiling. ” 

The opinion states that from March 1942 onwards thousands of Jews ar- 
rived at Auschwitz every day and that “the gas chamber of crematorium I 
turned out to be inadequate for their liquidation.” The alleged gassings were, 
therefore, moved to the so-called “Bunkers” of Birkenau. 

Toward the end of 1946, Jan Sehn summarized the results of this research 
in a long article entitled “The Auschwitz Concentration and Extermination 
Camp.” 21 In the chapter on the “gas chambers” he simply included the corre- 
sponding passage from Roman Dawidowski ’s opinion, including the error in 
the calculation, and adding the mistake of the Soviet experts with respect to 
the position of the gas-tight doors: 22 


16 Ibid., p. 19. 

17 Cf. below, chapter III. 

18 AGK, NTN, 93; Hoss trial, vol. 1 1, pp. 26f. 

17 This concerns the plan of crematorium 1, Topf D 59042, of September 25, 1941. Cf. document 3 
in the appendix. 

20 Computational error: 17 x 4.5=76.5. The morgue measured 17 x 4.6=78.2 m 2 . 

- 1 Jan Sehn, “Oboz koncentracyjny i zaglady Oswi^cim,” in: Biuletyn Gtdwnej Komisji Badania 
Zbrodni Niemieckich w Polsce, vol. I, Poznan 1946, pp. 63-130. 

22 Ibid., p. 121. 
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“Further gassings now took place in the gas chamber of crematorium I. 
This chamber had a floor area of 65 square meters and a gas-tight door at 
either end. Gassing was effected by dumping through openings in the ceil- 
ing the contents of the cans, which gave off the toxic gas. From that time 
on, gassing of persons increased systematically. ” 

Also in 1946, Filip Friedman, director of the “Jewish Flistorical Commis- 
sion in Poland,” published a book on Auschwitz, “compiled from official re- 
cords and evidence and eyewitness accounts,” in which he writes the follow- 
ing: 23 

“The same year [1941] permanent gas installations were put into two 
peasant huts at Brzezinki (Birkenau). The bodies of the gassed people were 
buried near the huts. By the spring of 1942, the bodies began to rot and 
smell, and steps were taken to build a crematorium in which to burn the 
corpses. This was the origin of the first small crematorium with a gas 
chamber at Oswiecim. It was, however, still only an improvisation on a 
small scale. ” 

Thus, inverting the actual sequence of events according to official histori- 
ography, he has the so-called “Bunkers” at Birkenau come into being in 
1941 24 and makes the installation of crematorium I a subsequent event. 

The sentence in the Floss trial (April 2, 1947) devotes less than one line to 
the problem of alleged homicidal gassings in crematorium I: 25 

“Gassings of detainees were undertaken within the camp from 1941, 
initially in the basement of block 11, later in the morgue of crematorium I 
[■■•]•” 

The indictment in the trial of the Auschwitz camp garrison (November 
1947) was, in this regard, just as laconic: 26 

“Then the gassings took place in a special chamber in crematorium I, 
and later also in the so-called Bunkers 1 and 2 at Birkenau in farmhouses, 
whose inhabitants had been removed. ” 

In 1949, Bruno Baum, an ex-detainee of Auschwitz who had organized the 
German resistance group, published a book specifically dedicated to the camp 
resistance. He was, it would thus seem, one of the most highly qualified per- 
sons to speak on this subject, but still, regarding the alleged gassings in crema- 
torium I, he had nothing better to say than the few lines that follow: 27 

“One day, the news spread that in the old crematorium of the main 
camp they had tried to kill detainees by means of gas. This information was 
soon confirmed. ” 

And that is all. 

23 F. Friedman, This Was Oswiecim. The History of a Murder Camp, The United Jewish Relief Ap- 
^ peal, London 1 946, pp. 1 8f. 

24 According to the official history, “Bunker 1” went into service in March or May 1942, "Bunker 2” 
in June 1942. 

25 AGK.NTN, 146z,p. 31. 

26 RGVA, 7021-108-39, p. 37. 

27 B. Baum, Widerstand in Auschwitz. Bericht der internationalen antifaschistischen Lagerleitung, 
VVN-Verlag, Berlin-Potsdam 1949, p. 11. 
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After 1956, when the Central Commission for the Investigation into the 
Hitlerian Crimes in Poland published a Polish-language edition of the so- 
called memoirs of Rudolf Hoss, 28 the typical void surrounding the gassings in 
crematorium I was enriched by the corresponding “testimony” of the Ausch- 
witz commandant. Together with the “report” by Pery Broad - drawn up on 
July 13, 1945, then lost, later miraculously rediscovered for the Frankfurt 
Auschwitz trial (December 20, 1963, to August 20, 1965), but not in its origi- 
nal fonn, of which no one knows the whereabouts - the Hoss paper became 
the keystone of the evidence concerning the homicidal gassings in cremato- 
rium I and would invariably be referred to in the official literature. 

The year 1958 saw the publication of the German version of a book written 
by Ota Kraus and Erich Kulka, which had first been published in 1946. It 
claimed to be a detailed history of the Auschwitz camp, entitled The Factoiy 
of Death (Die Todesfabrik). In the chapter dealing with “the first gassing ex- 
periments” (die ersten V ergasungs versuche), the authors make the following 
rather terse remarks: 29 

“The first mass gassings of transports at Auschwitz took place in early 
1942 in the only crematorium then available at the Auschwitz I concentra- 
tion camp. Prior to that, physically weak detainees, mainly Russian POWs, 
had been killed in smaller groups by means of gas. The Auschwitz crema- 
torium was small. It had a gas chamber for 600 to 800 persons and six ov- 
ens for cremation. A further victim of mass execution was the transport of 
Slovak Jews from Zilina in May 1942. This gassing was not yet carried out 
in such a refined fashion as was the case a few days later, after Himmler ’s 
visit. Once the first test had been successful, they started building four 
large crematoria with gas chambers at Birkenau. ” 

Otherwise, Kraus and Kulka relied on Hoss’ declarations. 10 The alleged 
gassing of the Slovak transport had been taken from a statement by Filip 
Muller. 11 The errors in the interpretation (the reason for building the Birkenau 
crematoria) and in the sequence of events (Himmler’s visit took place in July 
1942, not in May) reflect the uncertainty of the historical knowledge at the 
time. 

Even in the 1960s, Jan Sehn, in his book on Auschwitz, deals with the 
question of the alleged gas chamber of crematorium I in only a couple of lines, 
the same as those of his 1946 article: 12 

“The mortuary ( Leichenkellerf 33] of the first Oswiecim crematorium - 
used for gassing after the first test in Block 11 - was 65 sq. m. in area and 
was fitted with two gas-proof doors. Cyclon was infused through openings 

28 Central Commission for the Investigation into the Hitlerian Crimes in Poland (ed. ), Wspomnienia 
Rudolfa Hossa komendanta obozu oswi^mciskiego, Wydawnictwo Prawnicze, Warsaw 1956. 

29 O. Kraus. E. Kulka, Die Todesfabrik , Kongress-Verlag, Berlin 1958, p. 110. 

30 Ibid., pp. llOf. 

31 Cf. chapter III below. 

j2 Jan Sehn, Oswiqcim-Brzezinka (Auschwitz-Birkenau) Concentration camp , Wydawnictwo Pra- 
wnicze, Warsaw 1961, p. 125. 

33 Wrong term, properly used for the semi-basement morgues of crematoria II and III at Birkenau. 
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in the ceiling. From 1942 on, mass drafts of Jews began to arrive at 

Oswiecim. The crematorium I gas chamber proved inadequate for their 

liquidation. ” 

In one of the first general accounts of the history of the camp compiled by 
the Auschwitz Museum, the page Franciszek Piper devoted to crematorium I 
was based on only one source: the “memoirs” of Rudolf Hoss! 34 

Another testimony considered essential and immediately absorbed by offi- 
cial historiography appeared in 1979: the author, Filip Muller, 35 asserted he 
had worked for 16 months in crematorium I at Auschwitz, from May 1942 un- 
til July 1943. 36 

In 1989, Danuta Czech, in the second German edition of her Auschwitz 
Kalendarium, attempted to historicize the story of gassings in crematorium I 
at Auschwitz by giving precise indications regarding the beginnings of the al- 
leged homicidal activity. The value of her entries will be examined in chapter 
IV. 

Jean-Claude Pressac was the first scholar to try to bring the vagaries of the 
accounts surrounding the homicidal gassings in the morgue of crematorium I 
into a historical framework. In 1989 he devoted a whole chapter of his first 
book to this question, in which he attempted to demonstrate the historical real- 
ity of the homicidal gassings in crematorium I on the basis of mere testi- 

37 

mony. 

In his second book, which appeared four years later, 38 Pressac pretends - 
somewhat ambitiously - to furnish documentary evidence for the use of the 
morgue of crematorium I as a homicidal gas chamber. His theses will be 
evaluated in depth in chapter V. 

The most penetrating - or, more precisely, the least superficial - official 
study of the alleged homicidal gas chamber of crematorium I at Auschwitz is 
contained in the section “Krematorium I” of the chapter “The Methods of An- 
nihilation,” written by Franciszek Piper, which is part of the most comprehen- 
sive work on this camp published by the Auschwitz Museum/ 9 We are deal- 
ing here with a little more than ten pages of text accompanied by four pages of 


j4 F. Piper, “Extermination,” in: Auschwitz (Oswiecim) Camp hitlerien d ’extermination. Editions In- 
terpress, Warsaw 1978, p. 118. 

j5 F. Muller, Sonderbehandlung. Drei Jahre in den Krematorien und Gaskammern von Auschwitz, 
Verlag Steinhausen, Munich 1979. 

36 Filip Muller’s testimony will be examined in chapter III 

j7 J.-C. Pressac, Auschwitz: Technique and operation of the gas chambers , The Beate Klarsfeld 
Foundation, New York 1989. The chapter is on pp. 123-159. 

J.-C. Pressac, Les crematoires d Auschwitz. La machinerie du meurtre de masse, CNRS Editions, 
Paris 1993; German: Die Krematorien von Auschwitz. Die Technik des Massenmordes, Piper, 
Munich, Zurich 1 994 

39 Waclaw Dlugoborski, Franciszek Piper (eds.), Auschwitz 1940-1945. W^zlowe zagadnienia z dzie- 
jow obozti. Wydawnictwo Panstwowego Muzeum Oswi^cim-Brzezinka, 1995, vol. Ill, Zagtada, 
pp. 102-113. English version: Auschwitz 1940-1945. Central Issues in the History of the Camp, 
Auschwitz-Birkenau State Museum 2000, vol. Ill, pp. 121-133. 
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drawings and photographs. Two and a half pages summarizing this section 
had already appeared in English in 1994. 40 

According to this study, which represents the peak of official historiogra- 
phy on this topic, the gas chamber operated from September 1941 until early 
December 1943 and was instrumental in the deaths of “several tens of thou- 
sands” of Jewish victims. 41 

Recently, David Irving discovered the verbatim reports of the interroga- 
tions of SS -Hauptsturmfuhrer Hans Aumeier by the British authorities after 
his arrest on June 11, 1945. Aumeier had been assigned to Auschwitz in 1942 
and 1943. These documents have been cited by official historians as confirma- 
tion - or “converging evidence” - of the reality of homicidal gassings in cre- 
matorium I at Auschwitz. I shall deal with this claim in chapter III. 

Before any detailed examination of the rare testimonies on the alleged 
homicidal activities in the morgue of crematorium I can be undertaken, it is 
indispensable to re-establish the documentary framework of what is histori- 
cally certain about this installation. Regarding the history of the cremation 
equipment, I refer the reader to the detailed discussion I have presented else- 
where. 42 In the chapter that follows, I shall mainly focus on the ventilation de- 
vices for the morgue - planned and realized - and on the changes that the 
crematorium went through in November 1944. On this latter point, I shall also 
deal in chapter VI with the modifications, to which the crematorium was sub- 
jected by the Polish authorities in 1946 and 1947. 


40 F. Piper, “Crematorium I,” paragraph of paper “Gas Chambers and Crematoria,” in: I. Gutman, M. 
Berenbaum (eds.), Anatomy of the Auschwitz Death Camp , Indiana University Press, Blooming- 
ton/Indianapolis 1994, pp. 158-160. 

4 ‘ Ibid., p. 160. 

42 "The Crematoria Ovens of Auschwitz and Birkenau,” in: Gennar Rudolf (ed.), Dissecting the 
Holocaust. The Growing Critique of "Truth ” and "Memory, ” 2 nt> ed.. Theses & Dissertations 
Press, Chicago 2003, pp. 373-412. 
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Chapter II: 

Crematorium I at Auschwitz 


I. The Projects for the Ventilation System of 
Crematorium I 

The correspondence between the SS -Neubauleitimg (New Construction Of- 
fice, later Bauleitung = Construction Office, finally Zentralbauleitung = Cen- 
tral Construction Office) in Auschwitz and the Erfurt company Topf & Sohne 
contains many documents concerning the projects for ventilation equipment in 
crematorium I. The first reference appears in a letter from Topf dated Decem- 
ber 9, 1940, on the subject of “ventilation equipment for morgues and dissect- 
ing room, our offer 40/1096.” Topf indicates that for the dissecting room 10 
changes of air had been provided for, and 20 changes for the “morgue” (Lei- 
chenzelle). The fresh air for the morgue would be made available by windows 
or other openings: 43 

“For the removal of the exhaust air we recommend a brick chimney 
with a minimum height of 10 m above ground. ’’ 

The equipment would be supplied within three months. As an attachment, 
the letter contained Topf drawing D 57999 showing the positioning of the 
pipework and of the fan. The corresponding cost estimate ( Kosten-Anschlag ), 
dated December 9, 1940, and also attached to the letter mentioned, amounted 
to 1,784 RM. Topf offered a fan, No. 450, 44 for the extraction of 6,000 cubic 
meters of air per hour under a total pressure difference of 25 mm of water, 
driven by a three-phase electric motor of 1.5 horse-power. The exhaust pipe 
( Abluft-Rohrleitung ) went from the dissecting room ( Sezierraum ) to the fan 
installed in the morgue and had a diameter rising from 180 to 450 millimeters 
(Cf. document 1). 

At the time, the L-shaped morgue extended to the rear of oven no. 2, as is 
clear from drawing 57999 of November 30, 1940, which, however, does not 
show the ventilation equipment. 45 The latter was probably laid out as shown in 

J. -C. Pressac’s drawing: 6 the chimney was to go up along the wall, which 
separated the morgue from the coke storage room, with the fan being mounted 
in front of it and the pipes from the dissecting room and the morgue running 
along the side-walls of the crematorium. Pressac’s drawing contains, however, 

43 RGVA, 502-1-312, pp. 136f.; “Fiir die Abjuhrung der Abluft empfehlen wir einen gemauerten 
Kamin mil einer Mindesthohe von 10 m iiber Erdoberflache 

44 The figure indicated the diameter (in millimeters ) of the duct linked to the blower. 

45 Cf. document 1. 

46 J.-C. Pressac, op. cit. (note 38), p. 17. Cf. J.-C. Pressac, Robert J. van Pelt, “The Machinery of 
Mass Murder at Auschwitz,” in I. Gutman, M. Berenbaum (eds.), op. cit. (note 40), p. 194. 
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a serious error in the sense that he misinterprets the Topf letter of December 9, 
1940, “a 10-fold [...] and 20-fold exchange of air,” i.e., 10 changes of air per 
hour for the dissecting room and 20 changes of air per hour for the “morgue.” 
Instead, Pressac reads “10 air- intake ports” 47 for the former and “20 air- intake 
ports” for the latter, which he has painstakingly added to the pipework in his 
drawing! 

On January 21, 1941, head of construction August Schlachter informed 
Topf of certain changes in the crematorium building: 8 

“On account of the creation of an urn storage room, the morgue 
changes its layout, as shown in blue in the drawing. The fan with its motor 
is to be placed in the urn room. The creation of the urn room leads to the 
change in the design of the air suction equipment. Moreover, it is desired 
to attach the oven hall to the ventilation equipment. ” 

On February 3, 1941, Topf drew up another cost estimate for “1 ventilation 
system for coipse and dissecting room, 1 ventilation system for furnace room” 
for a total cost of 2,486 RM. The equipment for the dissecting room and the 
morgue was the same as before. In addition, there was a blower No. 300 of 
3,000 cubic meters per hour under a pressure of 15 mm of water, driven by a 
0.75 HP three-phase electric motor, for the furnace hall. The corresponding 
ducts started out in the center of the hall and had a section increasing from 255 
to 300 millimeters. 49 The design probably corresponded to J.-C. Pressac’s 
drawing: 50 the two blowers stood in the urn room and were connected to a 
brick chimney rising from this room. 

On February 15, 1941, Schlachter informed Topf that he did not want a 
ventilation chimney. The design would have to be changed with the exhaust 
air now feeding into the existing chimney. 51 

Topf worked out a third estimate, in accordance with the wishes of the SS- 
Neubauleitung, dated February 24, 1941. 52 The design is shown in drawing D 
58052 of the same date. 54 The equipment consisted of a blower No. 550 - with 
a capacity of 8,600 cubic meters per hour driven by a three-phase electric mo- 
tor of 3 HP - placed to the right of the chimney. The duct of 550 mm at the 
entrance to the crematorium split into three smaller branches, which went to 
the dissecting room, the furnace hall, and the morgue. Total cost was 1,884 

47 In the original: “dix et vingt prises d’air.” J.-C. Pressac, op. cit. (note 38), p. 18. In “The Machin- 
ery of Mass Murder at Auschwitz,” (note 46), this passage is missing, but the mistake appears in 
the legend of the corresponding drawing, which speaks of “10 air exchangers” and "20 air ex- 
changers” (p. 194). 

48 RGVA, 502-1-327, p. 185. 

49 “1 Entliiftungs-Anlage fur Leichen- und Sezier-Raum, 1 Entluftungs-Anlage fur Ofen-Raum,” 
RGVA, 502-1-312, pp! 123-126. Cf. document 7. 

50 J.-C. Pressac, op. cit. (note 38), p. 19. Cf. J.-C. Pressac, R.J. van Pelt op. cit. (note 46), p. 195. In 
this drawing, the ventilation duct of the morgue runs along the opposite wall as compared to the 
first drawing and is thus shorter. Pressac has probably noticed that the price for the duct in the first 
cost estimate was 924 RM, as against 867 RM in the second one, and may have deduced from this 
a shorter length of the duct. 

51 RGVA, 502-1-312, p. 121. 

52 RGVA, 502-1-327, pp. 195-197. Cf. document 8. 

53 “ Entliiftungsanlage,” RGVA, 502-1-327, pp. 191f. Cf. document 2. 
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RM plus 596 RM for the installation. Delivery was to be 6 months. On March 
15, 1941, the SS-Neubauleitung placed the order based on the estimate of Feb- 
ruary 24, and on March 24 Topf officially confirmed it. 54 

However, at the end of February, since the entire project was late, Schla- 
chter had a temporary ventilation system installed in the crematorium. In his 
“activity report” of March 1, 1941, for the period of February 23 to March 1, 
1941, he wrote: 55 

“in the crematorium, the work on the new incineration plant has been 
terminated, a temporary ventilation has been connected to the exhaust 
channel, and everything has been overhauled. ” 

The “exhaust channel” ( Abzugskanal ) was the flue of the first crematorium 
oven. 

On June 7, 1941, SS -Untersturmfuhrer Maximilian Grabner, head of the 
Auschwitz Political Department, wrote the following letter to SS -Neubaulei- 

, .56 

tung: 

“It is absolutely necessary to install a separate ventilation in the 
morgue of the crematorium. The existing ventilation has been rendered 
useless by the installation of the second oven. When the second oven is in 
use - and that is now the case almost daily - the ventilation duct to the 
morgue has to be closed because warm air otherwise enters the morgue, 
causing the exact opposite of a ventilation. 

The deficiencies of the ventilation and of the fresh air feed are particu- 
larly noticeable under the prevailing conditions of warm weather. It is 
hardly possible to spend any time in the morgue, even if such instances are 
generally of short duration. 

A proper ventilation will surely lead to an improvement in the quality of 
the air and to a reduction of the humidity of the room. It would also do 
away with the presence of flies in the morgue or at least reduce this nui- 
sance to a minimum. The elimination of such deficiencies is in the general 
interest, not least because it would put a stop to the spread of disease by 
the flies. 

It is therefore requested that two ventilators be installed in the morgue, 
one for aeration and one for ventilation. A separate duct leading to the 
chimney must be provided for the ventilation. It is requested that the work 
be started as soon as possible. ” 

The temporary ventilation of the morgue had been installed during the con- 
struction of the second crematorium furnace by connecting its left-side flue - 
which ran along the partition between the furnace hall and the morgue - to the 
latter room. 57 The system functioned in a way that depended upon the draft of 


34 RGVA, 502-1-312, p. 118. 

55 “ Im Krematorium wurden die Arbeiten fur die neue Verbrenmmgsanlage fertiggestellt, eine provi- 
sorische Entluftung an den Abzugskanal angeschlossen und alles instandgesetztf RGVA, 502-1- 
214, p. 67. 

56 RGVA, 502-1-312, p. 111. Cf. document 9. 

57 Cf. documents 10 and 1 1. 
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the chimney, which, by lowering the pressure in the flue, also sucked in air 
from the morgue. 

The system worked well only when exclusively the first oven was in opera- 
tion, the two flues 58 of which were far enough away from the ventilation duct 
of the morgue. 59 When, however, the second oven came into regular use - “al- 
most daily,” says Grabner - the hot gases from the muffle on the left, on enter- 
ing the respective flue, immediately reached the ventilation duct. If the flap of 
that duct was open, a portion of the gases entered the morgue, wanning it up. 

Grabner hence requests the installation of two blowers in the morgue, one 
for fresh air, one for the exhaust air, and the construction of a separate conduit 
to the chimney. The tenn used - “ Fuchs ” - designates the flue between the 
furnace and the chimney, because Grabner was aiming for a brick duct that 
would pass under the floor of the furnace hall. 

Between the end of September and the middle of October 1941, ventilation 
work, which certainly stemmed from Grabner’ s complaints, was carried out in 
the crematorium. A “work sheet” of the inmate locksmith shop dated Septem- 
ber 25, 1941, mentions the following order: “Make 4 air-tight flaps.” The 
work was done the same day by the detainees Zalewski (8363), Morgiel 
(7868), and Dudzinski (16197), blacksmiths, and Bialas (1461), welder, in a 
total of 1 1 man-hours. As is noted on the back of the sheet, the 4 flaps were 
done in black plate ( Schwarzblech ). 60 

Another work sheet of the inmate locksmith shop for the crematorium, es- 
tablished October 7, 1941, 61 refers to “fabrication of 2 ventilation caps in steel 
plate with an internal space of 27/27 cm, otherwise according to instructions.” 
The work was done by the detainee welder Bialas and the detainee plumbers 
Maliszewski (9612) and Dyntar (1409) in a total of 50 man-hours between 
October 7 and 13, 1941. For the fabrication of these devices, 4 square meters 
of black plate were used. 62 

The “air-tight flaps” were the air-tight closures, which served to block off 
the ducts of a room from the system of ventilation. The “ventilation caps” 
were probably vertical tubes with caps for ventilation, similar to those (in 
brickwork), which were erected on the roof of the crematorium above the two 
furnaces for the ventilation of the oven room. 

The “Inventory map of building No. 47a, BW 11, crematorium” drawn on 
April 10, 1942, by detainee 20033 (the Polish engineer Stefan Swiszczowski), 

5S Each muffle of the two ovens had a lateral flue linking up with the main flue, which ran below the 
paved floor in front of the ovens up to the chimney, as illustrated in document 10. 

59 In the beginning, the second oven was not often used, either because it still had to dry out, or be- 
cause in early April draft problems became apparent. On April 2, 1941, Schlachter sent Topf a 
telegram and a letter to inform them that "the 2nd oven unit has too little draft, which prevents the 
cremation from being carried out to completion” (“die 2. Ofenanlage zu wenig Zug hat, sodass die 
Verbrennung nicht vollkommen durchgefiihrt werden kann”) ; RGVA, 502-1-3 12, p. 1 13. Topf 
gave instructions to SS -Neubauleitung on how to solve the problem in a letter which bears the 
same date; RGVA, 502-1-312, pp. 1 15f. 

60 RGVA, 502-2-1, pp. 74-74a. Cf. document 12 

61 The date refers to the receipt of the order. 

62 RGVA, 502-2-1, pp. 75-75a. Cf. document 13. 
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shows in its view of the chimney on the flat roof, to the left, a fat angled tube, 
which probably housed an intake fan ( Beliiftung ). 63 It could not have been an 
exhaust fan (Entluftung) or a duct for exhaust air for two reasons: first of all, 
for the evacuation of the waste air from the morgue Topf had proposed a 
chimney 10 meters high, whereas the SS-Neubauleitung, for reasons of econ- 
omy, had opted for the use of the existing chimney. Both Topf and SS- 
Neubauleitung were in agreement that the air removed from an ordinary 
morgue would have to be discharged at least 1 0 meters above ground. In that 
case, how could SS-Neubauleitung have decided to discharge not only the 
waste air from the morgue but even the lethal exhaust from the alleged homi- 
cidal gas chamber through a duct no more than 5 feet high? 

Secondly, blowing out the waste air through the duct in question would 
have necessitated opening one or both doors of the morgue - not a good solu- 
tion hygienically for an ordinary morgue, and highly dangerous for a homi- 
cidal gas chamber. Hence, if an intake fan had been housed in that duct, the 
ventilation of the morgue could only have been of the type requested by Grab- 
ner. The ventilation system of the morgue was connected, through a metal 
duct, to the air conduit that passed under the floor of the furnace room and 
went to the chimney. Upstream of the juncture with the chimney there was an 
exhaust fan. Such an arrangement, however, could have only functioned up to 
the beginning of July 1942, when the old chimney of the crematorium was 
demolished. No air conduit was, in fact, attached to the new chimney, as is 
evident from the corresponding design drawing done by the Kohler company 
on August 11, 1942. 64 

The ventilation equipment Topf had supplied in 1941 on the basis of the 
estimate submitted on February 24, 1941, thus rusted away unused in a ware- 
house. 

On October 28, 1942, Topf sent the Central Construction Office at Ausch- 
witz drawing D 58052, which they had already dispatched to SS -Neubaulei- 
tung on February 24, 1941, with the following comment: 65 

“We also attach drawing D 58052 for the ventilation system still to be 
installed in the oven plant of the old crematorium I Kl. that we supplied 
years ago. ” 

On November 27, 1942, SS-Untersturmfuhrer Fritz Wolter wrote a memo 
concerning “Ventilations for crematoria” ( Entluftungen fur Krematorien): 66 

“On November 27, 1942, the undersigned had a telephone conversation 
with engineer Prtifer of Topf & Solm, Erfurt. The company would have a 
fitter available in a week’s time. He would set up the ventilation plant, if 
the roofs of the special cellars are ready, also the forced draft for the five 


63 “ Bestandplan des Gebaudes Nr. 47a B.W. 11. Krematorium,” RGVA, 502-2-146, p. 21. Cf. do- 
cument 4. 

64 “Rauchkanal fur die Zentral-Bauleitung der Waffen-SS und Polizei Auschwitz O.S.,” RGVA, 502- 
2-23, p. 18. 

65 APMO, BW 30/34, p. 96. 

66 RGVA, 502-1-313, p. 65. 
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3-muffle ovens. At the same time, the ventilation equipment could be in- 
stalled in the old crematorium. ” 

A postscript specifies that, after discussion with SS-Untersturmfiihrer 
Janisch, the Topf fitter could start the job in three weeks’ time. 

On November 30, Topf, referring to “Crematorium, [67] aeration and ventila- 
tion system,” inquired about the urgency of the matter. 68 Bischoff, head of 
Central Construction Office and SS -Hauptsturmfuhrer, advised Topf the same 
day as follows: 69 

“The fitter you offered can start immediately with the installation of the 
ventilation system in the old crematorium at Auschwitz concentration 
camp. After completion of this job, the forced draft system for crematorium 
I [= II] (five 3-muffle ovens) in the POW camp can be installed. ” 

As the last point, Bischoff then requested the ventilation system for crema- 
torium II to be installed. 

In a list of invoices, which Central Construction Office had not yet paid, 
there is also an invoice concerning the ventilation equipment of crematorium I 
in an amount of 1,884 RM, 70 based on the cost estimate of February 24, 1941. 
The equipment had, therefore, been shipped by Topf, but there is no document 
proving that it was actually installed in the old crematorium as “immediately” 
requested by Bischoff. 

The crematorium almost certainly stopped its activity on July 17, 1943, as 
shown by a letter written the previous day by Bischoff to the head of SS garri- 
son administration, SS -Sturmbannfuhrer Mockel, on the need to take the plant 
out of service because of the danger of fire it posed to the two wooden bar- 
racks of the Political Department constructed next to it. 71 


2. The Transformation of Crematorium I into an Air- 
Raid Shelter 

On November 16, 1943, the commander of the Auschwitz camp, SS- 
Obersturmbannfuhrer Liebehenschel, issued the following order regarding 
“Air-raid measures at garrison Auschwitz”: 72 

“Upon advice of the competent superior authorities, the necessary air- 
raid protection measures will now also be undertaken in the Auschwitz 
garrison area with immediate effect. In my quality as competent local air- 
raid protection officer I have appointed SS-Untersturmfiihrer Josten to be 
my permanent representative. I request all services to support SS-Unter- 
sturmfiihrer Josten in every possible way. ” 

67 It concerned the future crematorium II of the Birkenau camp. 

68 RGVA, 502-1-313, p. 62. 

69 RGVA, 502-1-314, p. 17. 

70 “43/314 Entliiftungs-Anlage fur Krem. 1. Rechnungv. 27.5.43," RGVA, 502-1-313, p. 26. 

71 RGVA, 502-1-324, p. 1. 

72 Standortbefehl Nr. 51/43 of November 16, 1943. GARF, 7021-108-32, p. 73. 
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The order became effective as of January 1, 1944. 73 According to the usual 
practice, a construction site was defined for this purpose: BW 98, “air-raid 
shelter trench,” into which all such shelters planned or eventually built at 
Auschwitz were integrated. They became sections of BW 98 and carried the 
same designation, with an added letter. For example, the air-raid shelter of the 
camp commander’s residence became BW 98J. The old crematorium at 
Auschwitz also became part of this system of air-raid protection measures. 

On July 16, 1944, during his visit to Auschwitz, SS-Obergruppenfiihrer 
Pohl approved the “Installation of a gas-proof operating room and fragment- 
proof shelter in the former crematorium for the garrison surgeon,” which be- 
came BW 98M. 74 

On August 26, 1944, Josten, who had meanwhile been promoted to SS- 
Obersturmfuhrer and appointed “head of air-raid protection,” wrote a letter to 
the camp commander on “conversion of the old crematorium for air-raid pro- 
tection purposes,” which reads as follows: 75 

“In the attachment I submit a project for the conversion of the old cre- 
matorium for air-raid protection purposes with the request for approval of 
this transformation. 

1. Work scheduled: 

Dismantling of the old muffle ovens, including recovery and cleaning of 
the corresponding bricks. 

Filling in of heating shafts and conduits with the rubble and waste re- 
sulting from the dismantling of the muffle ovens. 

Installation of gas protection doors, window shutters, and windows, 
creation of wall openings and ducts needed for heating ovens, aeration 
and ventilation, 

plumbing and drainage work, 

re-arrangement of existing electrical wiring in accordance with floor 
plan, 

improvement of floors and partial installation of wooden floor, 
improvement of roof and patting of same with bitumen. 

2. Materials needed: 

500 kg of cement 
400 kg of bricks 

20 kg of steel rods 
50 m of railway rails 
24 pcs. timber, 4.80 m long, 10/15 cm 
10 pcs. timber, 3.90 m long, 10/15 cm 
102 sqm boards, 25 mm 


73 Letter of the camp commander SS -Oberslurmbannfuhrer Liebehenschel in his function of “Der 
SS-Standortcilteste als ortlicher Luftschutzleiter" (senior garrison officer as local air-raid protec- 
tion chief) to Zentralbauleitung of February 17, 1944. RGVA, 502-1-401, p. 100. 

74 Letter from SS -Sturmbannfuhrer Bischoff, Leiter der Bauinspektion der Waffen-SS und Polizei 
“Schlesien,” to Zentralbauleitung of October 17, 1944. RGVA, 502-2-147, p. 124. 

75 RGVA, 502-1-401, p. 34. Cf. document 14. 
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13 pcs. windows, one-sided, 60 x 80 cm 
2 pcs. doors, one-sided, 70 x 200 cm 
16 pcs. window shutters, gas-tight and fragment-proof 
7 pcs. doors, gas-tight and fragment-proof” 

On October 17, SS -Sturmbannfuhrer Bischoff, head of construction in- 
spections of the Waffen-SS and Police Silesia, wrote a letter to the Central 
Construction Office regarding the start of work, which “due to urgency,” 
could begin immediately without the usual bureaucratic formalities. 74 The 
work had, however, already started. A document dated September 4 mentions 
“Construction of a gas-tight treament room in the former crema. for the garri- 
son physician,” 5 percent of which had been completed. 76 

On November 2, 1944, Jothann drew up an “explanatory report for conver- 
sion of the old crematorium into an air-raid shelter for the SS sickbay with an 
operating room in concentration camp Auschwitz O/S. BW 98M, “ in which 
he described the work to be done: 77 

“ Conversion of the existing and available rooms of the old crematorium 
into an air-raid shelter for the SS sickbay with an operating room. The ex- 
isting central walls and some partitions will be reinforced to 38 cm. Any 
other necessary partitions will be built. An emergency operating room, two 
gas-locks, tw’o flushing toilets [78] and a water faucet in the operating room 
are to be installed because a water supply line is available and the sewage 
line can be extended. Heating will be by ovens. ” 

Regarding the time schedule, Jothann adds: 

‘‘On account of its urgency, work has already started and will be com- 
pleted within three weeks. ” 

On the same day, Jothann also drew up a cost estimate 79 for a total amount 
of 4,300 RM, and a location sketch. 80 The work was completed in the second 
half of November. 


76 “Aufstellung der im Bait befindlichen Bauwerke mit Fertigstellungsgrad” (register of building 
works under construction with degree of completion), drawn up by SS-Obersturmfiihrer Jothann 
on September 4, 1944. RGVA, 502-1-85, p. 2. 

77 RGVA, 502-2-147, p. 125. 

78 These toilets were initially planned as “ Trockenklosett” (chemical toilets), see Document 5. The 
drainage pipes of these toilets can still be seen in the morgue today, see Doc. 35. 

79 “ Kosteniiberschlag zum Ausbau des alten Krematormms ah Luftschutzbunker fiir SS-Revier mit 
einem Operationsraum im K.L. Auschwitz O/S. BW 98MC RGVA, 502-2-147, pp. 126-126a. 

80 “Lageskizze fiir den Ausbau eines Luftschutzbunkers fur SS Revier,” RGVA, 502-2-147, p. 122. 
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In this chapter, we will examine, in chronological order, the declarations of 
the main witnesses - former detainees and former members of the SS - who 
have spoken of homicidal gassings in the morgue of crematorium I. 


1 . S tan i slaw Jankowski 

On April 16, 1945, Stanislaw Jankowski, who at that time chose to be 
called Alter Feinsilber, 81 made a deposition 82 in the course of the preparation 
of the trial of Hoss, stating among other things that he had been assigned to 
work in crematorium I in November 1942. This is what he had to say about 
the morgue: 83 

“This large hall had no windows, merely two trajos in the ceiling and 
electric lights, as well as a door from the corridor ^ and a second one 
leading to the furnace room. This hall was called corpse hall [morgue]. It 
was used for storing corpses; at the same time, so-called ‘rozwalka, ’ i.e., 
executions of detainees by shooting, took place there. ” 

Hence, the morgue was not a gas chamber. In fact, he stated specifically: 85 

“I declare that at that time, i.e., in late 1942, there were not yet any gas 
chambers at Auschwitz. The only gassing action known to me from that pe- 
riod occurred in November or December 1942. ” 

He was referring to the alleged gassing of the 390 members of the first 
“Sonderkommando.” 85 Danuta Czech, in her entry for that day, states: 86 

“The group of some 300 Jewish detainees who had been assigned to the 
unearthing and burning operations involving 107,000 corpses buried in 
mass graves was herded by the SS from Birkenau back to the main camp. 
There, they were led into the gas chamber at crematorium I and killed with 
gas. In this way, the witnesses of the incineration of the corpses were re- 
moved. ” 


81 Another spelling of his family name was Fajnzylberg. 

82 Statement of Stanislaw Jankowski (Alter Feinsilber), in: “Inmitten des grauenvollen Verbrechens. 
Handschriften von Mitgliedem des Sonderkomnrandos,” Hefte von Auschwitz, special issue I, 
Verlag des Staatlichen Auschwitz-Birkenau Museums, 1972, p. 42. 

83 Ibid., pp. 42f. 

84 Actually from the corpse washing room ( Waschraum ). 

85 Ibid., p. 48. 

86 D. Czech, Kalendarium der Ereignisse im Konzentrationslager Auschwitz-Birkenau 1939-1945, 
Rowohlt Verlag, Reinbek, Germany 1989, p. 349. 
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Czech’s sources are merely testimonies. They were given, moreover, after 
Jankowski made his statement. In fact, this alleged gassing lacks even the 
slightest documentary evidence, and the date of December 3, 1942, was sim- 
ply invented by Czech on the basis of the above-mentioned declaration by 
Jankowski. Other than that, there is no document concerning this alleged 
“Sonderkommando” of 300 or 390 Jewish detainees. The only reference to it 
by Czech, dated July 4, 1942, is the following: 87 

“The so-called Sonderkommando, consisting of several dozen Jewish 
detainees, is being formed. They have to dig trenches near the Bunkers and 
bury the bodies of those killed in the gas chambers. This command is 
housed in one of the barracks in the men ’s camp at Birkenau. It is com- 
pletely isolated from the other detainees. ” 

The source used by Auschwitz Museum researcher Czech is the “Proceed- 
ings of the Delegatura of the Polish Government in Exile,” 87 i.e., the docu- 
ments published in the work “The Auschwitz Concentration Camp in the 
Light of the Proceedings of the Delegatura of the Polish Government in Exile” 
mentioned above. 4 It states, in fact, in the “Memorandum on the situation in 
the Country for the period of July 16 to August 25, 1942” that four detainees 
who had escaped from Auschwitz at the end of June 1942 had, among other 
things, said the following: 88 

“From each group of new arrivals several groups of ten very strong de- 
tainees are selected. They form a special company that digs the graves dur- 
ing the night and buries the dead. This company is held in strict isolation 
and is exterminated after a while in the gas chamber; its task is taken over 
by a fresh group. ’’ 

Danuta Czech’s reference to this text is therefore completely fraudulent, ei- 
ther because the report of the four escapees refers to a period prior to the end 
of June (hence the date of July 4 is wrong) or because at that time the “special 
company” 89 already existed. 90 

As far as the content of this report is concerned - it is the first to mention 
the so-called “Sonderkommando” of Birkenau, which at the time had not yet 
been subjected to any kind of extermination policy - we may ask how the four 
escapees had come to know that this unit would, after some time, be extermi- 
nated and replaced by another one. Clearly, we are here at the very root of the 
propaganda stoiy about the periodic elimination of the “Sonderkommandos.” 91 

87 Ibid., p.243. 

88 “Oboz koncentracyjny...,” op. cit. (note 4), p. 37. 

87 At that time, the term “Sonderkommando” was still unknown. 

90 Danuta Czech’s assertion is contradictory in itself: If the “Sonderkommando” assigned to the dig- 
ging of mass graves for the allegedly gassed victims of the so-called "Bunkers” was established 
on July 4, 1942, who dug the mass graves for the victims allegedly gassed in “Bunker 1” between 
March 20 and July 3, 1942? 

91 In the introduction to the book Testimoni della catastrofe. Deposizioni di prigionieri del Sonder- 
kommando ebraico di Auschwitz-Birkenau (1945) (Ombre corte, Verona 2004, p. 16), Carlo 
Saletti wrote: 

“Memoirs and critical texts on Auschwitz are legion, in which it is maintained that the life ex- 
pectancy of the prisoners in the Sonderkommando did not exceed four months and that once 
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Danuta Czech is unable to furnish us with the name of even a single mem- 
ber of the first “Sonderkommando” of Birkenau, which was allegedly gassed 
in the morgue of crematorium I. J.-C. Pressac, on the other hand, succeeded in 
finding one: Maurice Benroubi. This man claims to have been assigned to the 
“Sonderkommando” after his arrival at Auschwitz on July 23, 1942, and to 
have unceremoniously been transferred to the Jawischowitz camp on Septem- 
ber 4, 1942. 92 Another self-styled member of the first “Sonderkommando,” 
Dr. Andre Lettich, likewise survived the alleged gassing in crematorium I and 
in March 1943 was transferred (at his own request!) to the gypsy camp at 
Birkenau. 93 Alfred Wetzler, in a report that is included in the so-called 
“Auschwitz Protocols,” which started circulating in the spring of 1944, 
writes: 94 

“On December 17, 1942, 200 young Jews from Slovakia who had been 
working in the so-called Sonderkommando at the gassing [operations] and 
the incineration of the corpses, were executed in Birkenau. The execution 
was motivated by the organization of a mutiny and an attempt to escape, 
which had been revealed earlier by another Jew. The Kommando was re- 
placed by 200 Jews from Poland who had just arrived with a transport 
from Makow. Among those executed were: Alexander Weiss, Trnava; Fero 
Wagner, Trnava; Schneider Oskar, Trnava; Wetzler Dezider, Trnava; Al- 
adar Spitzer, Trnava; Vojtech Weiss, Trnava. ” 

At the Frankfurt Auschwitz trial, Alfred Wetzler returned to the question of 
the gassing of the “Sonderkommando”: 95 

“One day in December 1942, the Birkenau Sonderkommando did not 
report for work. It was at the time 300 strong. Prior to that, I had been 
given a letter from a detainee in this unit, in which he said good-bye to his 
sister who was likewise in the camp. On that day, many SS men were in the 
camp. Fifteen detainees were selected from the Sonderkommando. To- 
gether with Palitzsch and Stiwitz, Broad did the selecting and took these 15 
men to the morgue in section Bib. I have not been able to find out why 
these 15 men were chosen in particular. The remaining 285 detainees from 
one of the shifts of the Sonderkommando had to assemble on the other side 
of the camp section. A large number of SS men then led this group to 
Auschwitz. The 15 that had been selected were shot by Palitzsch, Stiwitz, 
and Broad. At that time, there were mainly Jews from Slovakia in the Son- 
derkommando, with numbers in the 36,000s. They had come to Auschwitz 
from Lublin. ” 


that period was over they were systematically eliminated. Neither of those two assertions is 
true. ” 

92 J.-C. Pressac, op. cit. (note 37), p. 162f. 

93 Andre Lettich, Trente-quatre mois dans les Camps de Concentration. Temoignage stir les crimes 
“scientifiques ” commis par les medecins allemands , Imprimerie Union Cooperative, Tours 1946, 
pp. 27-30. 

94 APMO, Akta obozowego RO, torao XXa, sygn. D-RO/129, pp. 22f. 

95 Hermann Langbein, Der Auschwitz-Prozess. Eine Dokumentation, Europa Verlag, Vienna 1 965, 
pp. 53 If. 
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Alfred Wetzler was deported to Auschwitz from Slovakia on April 13, 
1942, and registered as number 29,162. He therefore would have had direct 
knowledge about the men in the “Sonderkommando” who were allegedly 
gassed, whose names he could have supplied. Before we check this detail, 
however, it is necessary to state that his declaration at the Auschwitz trial 
clashes violently with his report made in 1944: whereas in the latter the num- 
ber of men in the “Sonderkommando” was 200 and the place of execution was 
Birkenau, during the trial the number had increased to 300 and the place of 
execution had moved to Auschwitz. 

Wetzler is the only witness to give precise and verifiable indications re- 
garding the murder of the “Sonderkommando,” that is: 

- the date: December 17, 1942 

- the number of detainees: 200 (or 300) 

- the nationality of the detainees: Slovakian Jews 

- the origin of the detainees: Lublin concentration camp 

- the ID numbers of the detainees: in the 36,000s 

So let us check the data. A transport of Slovakian Jews did in fact arrive at 
Auschwitz from Lublin concentration camp on May 22, 1942: The 1,000 de- 
tainees that made it up received the ID numbers 36,132-37,13 1. 96 Obviously, 
we have here the transport Alfred Wetzler refers to and from which the 200 or 
300 detainees of the “Sonderkommando” allegedly gassed on December 17, 
1942, are said to have been selected. 

Actually, due to the deplorable catastrophic hygienic and sanitary condi- 
tions in the Birkenau camp, 947 of these 1,000 detainees died between May 27 
and August 15. 97 If, therefore, only 53 of these detainees were still alive on 
August 15, 1942, it is impossible for 200 or 300 of them to have been gassed 
on December 17, all the more so as 20 of the 53 detainees died between Au- 
gust 16, 1942, and March 1, 1943, as shown by Table 1 (next page). 98 
Hence, only one detainee from this transport died in December of 1942! 
Furthermore, out of the six detainees Alfred Wetzler claims were murdered 
during the alleged elimination of the “Sonderkommando” on December 17, 
1942, only one appears in the Death Books: Wetzler Dezider, bom at Tmava 
on March 11, 1908. He, however, died on July 10, 1942 (ID number 14676). 

By 1947, the story of the gassing of the Birkenau “Sonderkommando” on 
December 17, 1942, had reached a certain degree of completion. On August 
28, 1947, the former detainee Henryk Por^bski made a deposition during the 
preparation of the Auschwitz garrison trial in which he declared: 99 

“The first Kommando of detainees as such was formed at Birkenau in 
April or May of 1942. It had 20 members. Up to June, this Sonderkom- 

% APMM, fot. 423, name list of the transport. The list also includes the dates of death of the detain- 
ees who died prior to August 15, 1942. 

AGK, NTN, 88, p. 1 14, statistical data by Otto Wolken, and APMM, fot. 423. 

APMM, fot. 423, name list of the transport of May 22, 1942; Staatliches Museum Auschwitz- 
Birkenau (ed. ), Sterbebiicher von Auschwitz, K.G. Saur, Munich/New Providence/London/Paris 
1995. 

AGK, NTN, 144, p. 127. 
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Table 1 : Entries in Auschwitz Death Book of Slowakian Jews from Lub- 
lin camp registered at Auschwitz on May 22, 1942, and confirmed dead 
between Aug. 16, 1942, and March 1, 1943. 


ID no. 

Last name 

First name 

Date of birth 

Date of death 

Sterbebuch no. 

36179 

Bauer 

Ladislaus 

Sept. 27, 1925 

Aug. 16, 1942 

21295 

36650 

Blau 

Maximilian 

Dec. 14, 1910 

Aug. 16, 1942 

22370 

37045 

Ehrenreich 

Samuel 

July 27, 1925 

Aug. 16, 1942 

21296 

37056 

Hoenig 

David 

Oct. 15, 1926 

Aug. 16, 1942 

21245 

37098 

Mozes 

Imrich 

Nov. 28, 1927 

Aug. 16, 1942 

21364 

36829 

Hajnal 

Zoltan 

Apr. 27, 1922 

Aug. 22, 1942 

23914 

36767 

Ringel 

Heinz 

July 28, 1921 

Aug. 22, 1942 

23863 

37065 

Klein 

Ladislaus 

Dec. 30, 1925 

Aug. 24, 1942 

24566 

36492 

Sachs 

Leo 

Feb. 4, 1900 

Aug. 25, 1942 

24900 

36498 

Gerler 

Josef 

Oct. 18, 1924 

Sept. 4, 1942 

27683 

36900 

Schlesinger 

Aladar 

Apr. 13, 1924 

Sept. 12, 1942 

30198 

37039 

Braunstein 

Samuel 

Nov. 18, 1926 

Sept. 16, 1942 

30894 

36338 

Mandel 

Arnold 

Mar. 18, 1912 

Sept. 23, 1942 

32464 

36186 

Joeger 

Max 

May 4, 1919 

Oct. 6, 1942 

34829 

36774 

Politzer 

Wilhelm 

May 27, 1913 

Oct. 14, 1942 

35883 

36343 

Engel 

Vidor 

May 3, 1907 

Oct. 21, 1942 

36947 

37084 

Adler 

Isidor 

July 24, 1924 

Oct. 24, 1942 

37330 

37106 

Fenster 

Imrich 

Aug. 11, 1926 

Dec. 3, 1942 

43046 

36214 

Rosenzweig 

Josef 

Feb. 7, 1915 

Jan. 14, 1943 

2116 

37112 

Margulies 

Josef 

Aug. 5, 1927 

Mar. 1, 1943 

12252 


mando was changed more or less every’ other week by killing the ones who 
belonged to it. From mid-1942 onwards it grew steadily, reaching 800 de- 
tainees in December 1942. On December 8, on the orders of Grabner, the 
whole Kommando was taken to the main camp at 9 in the morning and was 
gassed in the gas chamber of the old crematorium. Some of the corpses 
were burnt in the crematorium, the others on pyres at Birkenau. ” 

This account, again without any documentary evidence, was then used by 
the Krakow tribunal in its trial of Maximilian Grabner. 100 The alleged gassing 
of 200 or 300 or 800 detainees of the so-called “Sonderkommando” in the 
morgue of crematorium I thus has no foundation in fact. This is confirmed by 
other documents. 

Prior to their incineration, the detainees who died at Auschwitz were taken 
to a separate morgue, which was located in the basement of block 28, where 
their ID numbers were registered in a special register, the Leichenhallenbuch 
(morgue book). For December 3, 1942 - the official date set by D. Czech - 
this register shows the ID numbers of 125 deceased detainees; on the 4th, 
there are 118 and on the 5th, 102 such entries. From December 6 onward the 
number of deaths decreases significantly: 22 for the 6th, 48 for the 7th, 53 for 
the 8th. On the first two days of December, the numbers had been 86 and 59 

100 GARF, 7021-108-39, p. 51a. 
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respectively. 101 In November, there had been 1,688 deaths, 56 per day on av- 
erage. 102 In December, the figure was 1,741, again an average of 56 deaths per 
day. 102 

Of the 125 detainees who died on December 3, 15 were brought in from 
the satellite Kommando at Chehnek, 2 from the Monowitz camp (“Buna”), 
and 1 from the satellite Kommando at Golleschau. 103 Of the 118 dead of De- 
cember 4, 9 had come from Monowitz. 104 Finally, of the 102 detainees who 
died on December 5, 1 1 came from Birkenau, 2 from the satellite Kommando 
at Budy and 6 from Monowitz. 105 Hence, for the 345 detainees who died be- 
tween December 3 and 5, 35 died outside the camp and only 1 1 at Birkenau; 
all other deaths occurred at Auschwitz. 

Danuta Czech does not comment on the fact that the corpses of the detain- 
ees of the so-called Sonderkommando are not listed in the “ Leichenhallen - 
bitch.” However, she claims that 64 registered detainees were killed by lethal 
injection on December 3, 78 on the 4th, and 60 on the 5th, 106 altogether 202 
out of the total of 345. Thus, the SS would have had no motive for not regis- 
tering the members of the “Sonderkommando” allegedly gassed, and the fact 
that they do not appear in the registry at that time simply means that they were 
not killed. Besides, the gassed are said to have been incinerated in the crema- 
torium, as stated by the witness Jankowski. 107 However, between December 3 
and 5, the crematorium received 10 tons of coke, 108 sufficient for the incinera- 
tion of (10,000 28 109 = ) 357 corpses. Hence, only the 345 corpses registered 

in the “ Leichenhallenbuch ” were cremated, and this demonstrates that the 
story of the gassing of the 300 or 390 or 800 members of the “Sonderkom- 
mando” is pure fiction. 

That said, let us turn to Jankowski’s testimony. He declared that he had 
heard from detainees employed in the crematorium that 

“even before this gassing some gassings had taken place in this same 

morgue and in other rooms of the crematorium . ” (my emphasis). 110 

The alleged gassing “in other rooms of the crematorium” is absolute non- 
sense. Jankowski furthermore affirmed, and confirmed under oath on Septem- 
ber 29, 1980, that during the only homicidal gassing, about which he could 
testify, he had been confined to the coke storage room together with other ser- 
vice personnel. 111 


AGK, OB, 385, Leichenhallenbuch , pp. 32-42. 

102 AGK, NTN, 143, Leichenhallenbuch. Analysis by J. Sehn, p. 142. 

1(13 AGK, OB, 385, Leichenhallenbuch , pp. 35f. 

104 Ibid., pp. 37f. 

105 Ibid., pp. 39f. 

106 D. Czech, op. cit. (note 86), pp. 349-352. 

107 Cf. below. 

108 APMO, D-AuI-4, Segregator 22, 22a, List of “Coke and coal for the crematoria in tons.” 

109 As for the consumption of coke, cf. my study “The Crematoria Ovens...,” op. cit. (note 42), pp. 
292f. 

110 “Inmitten des grauenvollen Verbrechens,” op. cit. (note 82), p. 48. 

111 J.-C. Pressac, op. cit. (note 37), p. 125. 
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He asserted, moreover, that the detainees of the crematorium “Sonder- 
kommando” were assigned “for two days” to transporting the corpses of the 
390 alleged gassed victims from the morgue to the furnace hall. 112 As there 
were 9 11 “ordinary workers” in the “Sonderkommando” who took 30 coipses 
of those who had been shot 114 to the furnace room every hour, it is clear that 
those two days were not needed for the transportation but for the incineration 
of the corpses. The 3 double-muffle ovens of the crematorium thus had a 
maximum capacity of (390 ^ 2 = ) 190 corpses per day, but this contradicts 
both the official account - 340 coipses per day - and Jankowski’s own state- 
ment, according to which into each muffle 

“could be placed up to 12 corpses, but in general one did not load more 
than 5, because this number burned more quickly, ” 115 
which is nonsense from the standpoint of heat technology. 116 
No less surprising is the fact that this witness, who claims to have worked 
in crematorium 1 from November 1941 until July 1943, 117 does not even know 
how the ovens operated, because he asserts that “the coipses lay on grids un- 
der which there was burning coke. ” (my italics) 118 

Actually, the coke burned in the gasifier, a vertical chamber lined with re- 
fractory bricks housed in a special brick structure, which stood behind the ov- 
ens and which was connected to the individual muffles by a special opening, 
through which the combustion gasses passed from the gasifier and the flames 
that struck the coipse placed on the grid inside the muffle. 

On October 3, 1980, Jankowski stated the following under oath: 119 

“It is at Auschwitz that I saw for the first time a gassing in the morgue. 
This room had no windows, but there were ventilators in the ceiling. The 
two thick wooden doors of the room, one in the side wall, the other in the 
end wall, had been made gas-tight. The room was lit by electricity. The vic- 
tims of this gassing were about 400 Jews brought from Birkenau. The men 
of the Sonderkommando, including myself, saw them enter the yard, then 
we were shut in the coke store. When the Sonderkommando men came out, 
they saw and I saw only their clothes in the yard. Thirty minutes later, the 
Sonderkommando was ordered to transport the coipses to the furnace, 
situated about five metres from the door of the morgue, in a separate 
room. ” 

Between August 28 and September 6, 1985, Jankowski gave an account in 
Polish at the Auschwitz Museum under the name of Fajnzylberg, which was 


112 “Inmitten des grauenvollen Verbrechens,” op. cit. (note 82), p. 49. 

113 Ibid., pp.43f. 

114 Ibid., p. 45. 

115 Ibid., p. 43. 

116 According to Jankowski, the cremation capacity of crematorium I was 1,440 corpses per day. See 
below. 

117 “Inmitten des grauenvollen Verbrechens,” op. cit. (note 82), 42 and 52. 

118 Ibid., p. 43. 

119 J.-C. Pressac, op. cit. (note 37), pp. 124f. 
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recorded by Franciszek Piper. On the subject of crematorium I, he stated the 
following: 120 

“In the crematorium, the corpses of the detainees who died at the camp 
[and] of those who had been murdered in the gas chamber were burned. I 
remember the gassing of some 400 members of the Sonderkommando that 
had been assigned to the open-air cremation of corpses or to other gas- 
sings. [...] There were three ovens in the crematorium; each one had 2 
hearths. Into each opening one normally loaded 3 corpses. Only toward 
the end of work, 10—12 corpses would be loaded, which then burned in our 
absence. Such a load of corpses was not easy [to burn], therefore the Ka- 
pos took care of it. The corpses were packed so tightly that a special stok- 
ing device [121] was introduced below them. The cremation of a load of 5 
corpses took about half an hour. [ 122 . . .] 

On the inside, the gas chamber was painted white; in the ceiling, as far 
as I remember, there were two openings for the introduction of the gas; 
there were no false showers, I do not remember any ventilators. ” 

In this statement as well, we have a wealth of technical nonsense: a normal 
load was 3 corpses per muffle; 5 corpses would burn within half an hour; to- 
wards the end of the day one loaded 10-12 corpses. 

It is worthwhile noting here that one muffle of the Auschwitz crematorium 
ovens could bum a single corpse in one hour. 

It is, moreover, very curious to see that Jankowski did not know anything 
about “ventilators” in 1945, then miraculously remembered them in 1980, 
only to forget about them again in 1985! 


2. Erwin Bartel 

This Polish witness was interned at the Auschwitz camp between June 5, 
1941, and October 26, 1944. After about three months, he was assigned to the 
Political Department of the camp, reporting to SS -Unterscharfuhrer Hans 
Stark and SS-Untersturmfiihrer Maximilian Grabner. On August 27, 1947, 
Bartel was questioned by Jan Sehn and declared the following about Grab- 
ner : 123 

“I personally saw him watching the murder of the victims with gas in 
the gas chamber of crematorium I. He observed the development of the 
gassing from above before the Zyklon was thrown in. ’’ 


120 “Relacja” (Account) by Alter Fajnzylberg, August 28 to September 6, 1985. APMO, 

Oswiadczenia (declarations), vol. 113, pp. 3f. 

121 The idea is that the corpses were loaded into the muffles by pushing them in with a special stoking 
device placed in the armpit. 

122 “ okolo pot godziny." For the 6 muffles of the crematorium, this corresponds to a cremation capac- 
ity of 1,440 corpses per day. 

123 AGK,NTN, 135, p. 241. 
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As the alleged gassings were done by the Political Department, to which 
the witness was attached, his knowledge in this regard is somewhat vague. 

At the end of the 1950s, at the time of the preparation of the Frankfurt 
Auschwitz trial, Bartel made a declaration in Poland, in which he described 
the alleged homicidal activity of crematorium I in the following way: 124 

“In 1942 — in March or April as far as I can remember - arriving 
transports were gassed in the old crematorium next to the main camp. At 
that time, the large crematoria at Birkenau had not yet been built. Stark 
used to be most interested in these things and has taken part in them. Our 
windows looked out on the crematorium, and so I could see that Stark went 
there and returned from there. Stark was also responsible for the boxes 
with the toxic gas Cyklon B. At times, these boxes were kept in the corridor 
next to our offices. ” 

This is a rather general statement and is moreover in disagreement with 
Danuta Czech’s Kalendarium, according to which no transport said to have 
been gassed arrived in March or April 1 942 and no homicidal activity went on 
during that time. 125 The Zyklon B, because of its dangerous nature, was kept at 
the SS sickbay under the responsibility of the SS garrison physician, and it is 
absolute nonsense that whole boxes of this dangerous disinfestant would have 
been kept - even if only “temporarily” - in a corridor outside of the offices of 
the Political Department under the responsibility of Grabner. 


3. Filip Muller 

Filip Muller was deported to Auschwitz from Slovakia on April 13, 1942, 
(the same transport as Alfred Wetzler’s) and received the ID number 29236. 

He appeared as a prosecution witness at the 16th hearing of the trial of the 
Auschwitz camp garrison and made the following deposition, which has gone 
practically unnoticed until today and merits quoting in full: 1211 

“I was Auschwitz camp detainee No. 29236. I arrived at the Auschwitz 
concentration camp in April 1942. In May 1942 I was assigned to block 11 
and endured terrible sufferings. They consisted mainly in the fact that we 
could not have drinking water. On account of that, I had to go looking for 
leftover tea at 6 in the morning in the yard of block 1 1, to ‘organize ’ it, as 
this sort of activity was sometimes called in the camp. 

There, the Oberscharfiihrer of block 11 surprised me and took me to a 
special room. In the afternoon, the camp Kommandant Aumeier came to 
that room and, of course, asked me what I had done. Then he took me to 
another room and after having brought in 6 more detainees, took us all to 
the gate of the Auschwitz camp. From the gate of the Auschwitz camp, the 


" 4 ZStL, ref. IV 402AR-Z 37/58, p. 619. The date of the declaration is not indicated. 

125 D. Czech, op. cit. (note 86), months indicated. 

126 APMO, Proces zalogi (Trial of the Auschwitz camp garrison), vol. VII, pp. 1-4. 
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guards, ordered to do so by Aumeier, took its to the old crematorium of 
Auschwitz. 

In this way, I was present at the gassings in the crematorium from May 
1942 until January 18, 1945. When Aumeier came to the crematorium, he 
signed us over to his subordinate Unterscharfiihrer Stark who took us, with 
many beatings, to the gas chamber and opened it. In that chamber, there 
was the first Slovakian transport, gassed. These detainees had been gassed 
with their clothes on. 

As we were being beaten all the time and as we had no experience with 
the equipment of the crematorium, we caused a fire in the Auschwitz cre- 
matorium. For that reason, they could not burn the gassed victims. Upon 
Aumeier ’s initiative, at midnight that same day, two trucks were arranged, 
and the remaining corpses, some 800, were loaded on the trucks and taken 
to the neighborhood of Birkenau. We arrived at Birkenau around 1 in the 
morning and were escorted by the Red Cross, which lit us from behind with 
its headlights. In that car was the accused Aumeier as well as the head of 
the Political Department, Grabner. Under violent blows and in a hurry > we 
had to unload the corpses into trenches which still had water in them, thus, 
the work took two days. After that, bloody and dirty as we were, they took 
us to block 11 and locked us up in cell 13. We were taken there by another 
Unterscharfiihrer, who worked the night-shift, and the six of us were 
locked up. The next day, around 2 o ’clock, after lunch, we were moved to 
the camp gate and waited there for the camp fire truck, painted green, in 
which were Aumeier and Grabner. 

We climbed on the truck and went to the place where we had dumped 
the corpses the day before. First of all, we had to pile up the corpses in the 
mud in a heap, but as we could not do it properly, they beat the hell out of 
us. In all this, the leader was the head of the Political Department, Grab- 
ner, and Aumeier. Then we spread chlorine over the corpses and were 
again locked up in block 11, cell 13. We stayed in that cell for a year and a 
half, i.e., until the liquidation of the Auschwitz crematorium. I have known 
the accused Aumeier and Grabner. I saw them at least once a day, practi- 
cally until the liquidation of the Auschwitz crematorium, but I want to men- 
tion a couple of things on their behavior. 

At the time of the first massacre, the Kapos in the crematoria were 
German. One day, one of them had a bandaged hand. Unterscharfiihrer 
Grabner wanted to know why: Fritz, why have you got a bandaged hand? ’ 
Fritz answered: 7 have killed another five Jews. ’ ‘ You stupid ass, for that 
you don 't have to use your hand, for that you have steel, and besides, if you 
kill five of them, there will be [another] ten [to kill], and if you kill ten, 
there will be [another] twenty. ’ 

In the Auschwitz camp, I also saw that the flesh of the non- Jewish de- 
tainees who were shot was used for various purposes. They were often shot 
in the presence of Mengele and others, whose names I do not know, and 
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with Aumeier and Grabner present as well. Right away, the flesh of their 
calves would be put into cans, and in this way they put aside 6-8 cans of 
flesh each week. It sometimes happened that a delegation from Germany 
arrived, with their swastika armbands, when Aumeier and Grabner were 
around, asking whether there was any human flesh. Aumeier used to say: 
‘We could also use horse meat, but it would be a pity to waste it! ’ 

Unterscharfiihrer Grabner was also guilty of sending out urns with the 
ashes of victims [labeled] completely wrongly, i. e. , they filled 3000 urns 
with ordinary ash, which were then stored in the SS hospital in front of the 
crematorium, from where they would be sent out upon the orders of the Po- 
litical Department. 

I saw Aumeier and Grabner shooting Russian prisoners in block 11 and 
Polish political prisoners, too. When Aumeier and Grabner felt that this 
(shooting) was too slow, they used to beat them before they died and spoke 
faster[ sic]. 

When the Polish political prisoners shouted ‘Long live free Poland’ be- 
fore they died, they took them aside and shot them in the stomach so that 
they would lie in agony for two or three hours. 

Untersturmfuhrer Grabner, as I have already said, was the main advo- 
cate and promoter of the Auschwitz, not the Birkenau, crematorium. 

There were cases in which corpses arrived from Kattowitz with then- 
heads cut off; these corpses came from the Security Police at Kattowitz. 

Grabner and Aumeier also took part in the selection of the sick and the 
weak in the hospitals and sent them to be shot. Untersturmfuhrer Grabner 
participated in all the selections for the crematorium until 1943. All the se- 
lections which took place in the crematorium were done in the presence of 
Grabner until 1943, and also with Aumeier present. Normally, the shooting 
was done by Hauptscharfiihrer Palit[z]sch and Unterscharfiihrer Stark, 
who always received detailed instructions from them during the execu- 
tions. ” 

In a later declaration published by Ota Kraus and Erich Kulka, Muller 
speaks about these events in the following terms: 127 

“I arrived at Auschwitz on April 20, 1942, with the first Slovakian 
transport and initially worked in this concentration camp like all the other 
detainees. On May 24, 1942, my comrades and I suffered a great misfor- 
tune. We were very thirsty and were punished for water theft by being as- 
signed to the gas chamber of the crematorium. The SS man led us there just 
when a few hundred of corpses were lying there with their clothes still on 
and their baggage. We were unspeakably terrified when we realized what 
was ahead of us. Five detainees were already on the job; we had to move 
the corpses into the ovens. 

We were being supervised by the SS man Starck [Stark], who was about 
twenty years old. He beat me with his stick and advised me to get on with 
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it, [or] I would eventually end up in the ovens, too. Two Slovakian doctors, 
faced with this desperate situation, implored Stark to shoot them. 

We had no experience with heating [the ovens], and that had its conse- 
quences. Fire broke out in the crematorium, and it became impossible to 
burn the corpses. The SS accused us of sabotage, and four of our comrades 
were beaten to death because of this. 

When the fire had been extinguished, seven new detainees were brought 
in. We loaded the remaining corpses on trucks and then I went on the eeri- 
est trip on my life. It was late at night by then, and I sat on the last one of 
the trucks on a pile of corpses. Behind us there was a small car that 
showed on its sides and its roof a large red cross. The headlights of this 
car blinded us and shone upon us and our horrible load. Armed SS men 
were guarding us. 

When the cars had reached the field behind the camp, they stopped by a 
swampy hole in the ground that had water in it, and we had to throw the 
corpses into this water. Around three in the morning we had finished this 
work and then returned to the camp. In the camp, they locked us up in a 
dark cell in the execution block 11 and without food or water, bloody and 
dirty as we were, we had to wait there until noon the next day. When they 
let us out, each one of us was given a loaf of bread. 

Then a fire truck took us to that hole; it was near Brzezinky, near the 
newly built concentration camp of Birkenau. We had to wait for a long 
time until the water had been scooped out of the hole. Not far away, we 
saw another group of detainees digging more holes; as we learnt later, this 
group was the Birkenau Sonderkommando , [128] 

And then it started. They herded us into the hole and we stood in the 
mud up to our belts. Our job was to lay the corpses in a heap and to make 
room for more. SS officers and men stood near the edge of the hole and en- 
joyed watching our horrible activity. They threw rocks at us to make us 
work faster. When we had finally covered the corpses with chlorine and 
dirt we went back into the camp, into our dark cell, in which we lived until 
August 1943. From morning till night we worked in the crematorium. 

In the crematorium I witnessed a great deal, scenes the world was 
never to learn about. They had not reckoned with my survival, the survival 
of an eyewitness, and even I myself had never thought that I would live to 
be free once again. I cannot and I will not describe all these things in de- 
tail. It is much too much, and far too horrible for most people to believe. 
Not even I can comprehend today what I had to live through. In the 
Auschwitz crematorium, I was forced to lend a hand to that infamous SS 
man, Palitzsch, who executed the sentences of the camp Gestapo. He mur- 
dered expertly and massively. The victims, usually political detainees, had 


128 As we have seen above, according to D. Czech this “Sonderkommando" was set up over two 
months later! 
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to line up against the wall in groups of five and Palitzsch shot them in cold 
blood. 

It may have been June 17 or 18, 1942. On that fine sunny day every- 
thing was hastily cleaned, ‘general cleaning ’ was the order of the day. We 
watched the excited SS people and realized that something was going on, 
but we did not know what, we could only surmise that some visitor was ex- 
pected. Around ten o 'clock, a high-ranking SS officer appeared in the 
door, wearing a white uniform, accompanied by two SS men - it was 
Himmler himself 

He inspected everything meticulously. He saw us in the room, in which 
the clothes and underclothes of those executed were stored. When he saw 
those blood-stained clothes, he was surprised and asked our SS bosses why 
there was this blood. Not satified with their answer, he became angry and 
said sharply: ‘We need the clothes of these dirty dogs for our German peo- 
ple! It is a waste to gas those people with their clothes on! ’ 

So after this visit, the gas chambers were disguised as wash-rooms with 
pipes and faucets, and the people had to undress before they were gassed. 
In the summer of 1943 [1942], the ovens and chimneys of the Auschwitz 
crematorium were gutted by a fire. The Nazi engineers rebuilt them, but 
three months later, everything collapsed all over again. By that time, four 
crematoria were already in operation at Birkenau. We were moved there 
as well, as part of the Sonderkommando, into block 13 of the men 's main 
camp B lid. 

The work in the Auschwitz crematorium also entailed filling the urns. 
We filled them with the ash and the dirt from the great pile and closed them 
with metal lids, on which we embossed the names of the victims, their date 
of birth and date of death, in accordance with the list we received from the 
Political Department. The urns were placed into boxes, some 20 x 20 x 40 
cm, and labelled with the address of the family. They had to pay 2000 
crowns for such an urn. No urns, however, were sent to the families of 
Jews. 

Many such urns were sent to Bohemia, Moravia, and to other countries. 
But none of them contains the ashes of the person whose name is indicated 
on the urn. 

When I was moved from Auschwiz to Birkenau, there was a store of 
some 4,000 such urns. ” 

At the Auschwitz trial, Muller reformulated his account as follows: 129 

“Muller: I was brought to Auschwitz on April 13, 1942. The whole 
transport, some 250 men, Jews from Slovakia, was housed in block 11. 
Once I was very thirsty and, together with a comrade, went into the yard of 
block 11, where there was a large cauldron full of tea. We wanted to drink. 
When we approached the cauldron, camp leader Aumeier and the block 
leader of [block] 11 came by and saw us. Aumeier said ‘Just keep on drink- 


129 H. Langbein, op. cit. (note 95), pp. 459-463. 
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ing! ’ When we were near the vat, the SS men pressed our heads into the 
tea. I lost consciousness. Later, I was told by the block elder to report to 
the block leader office. I went into the yard. An Unterscharfuhrer opened 
the gate. I recognized him, it was Stark. He beat me with a whip. Another 
door was opened, and I saw an oven and three detainees who were work- 
ing on a cart full of corpses. 

At the time, I was 20 years old and had never seen a corpse. I stopped. 
Stark beat us and yelled ‘Get going, damn it, take the clothes off the 
corpses!’ There were perhaps 700 corpses there, with their clothes on, 
children, women, men, with packages strewn about. To the right of them, 
there were some 100 more people, with ‘SU’ on their clothes. Broken suit- 
cases, bread, clothes were lying around, full of blood. We had to undress 
the corpses, Stark beat us all the time. It is a dreadful job to take clothes 
and shoes off rigid corpses. If we tore anything, Stark beat us again and 
again. 

Presiding Judge: Did the corpses show any wounds? 

Muller: Yes. 

PJ: Had they been shot? 

M: No, they had been gassed. I was to see that later. The corpses stood 
in front of the ventilators, tightly packed. I saw a dead child hanging from 
the mother ’s breast. There were green crystals on the floor. There was a 
smell of almonds, or of canned heat. Even today, such a smell makes me 
sick. 

There were seven of us in the Sonderkommando. At that time, two ovens 
were in operation. In front of each oven, there was a cart for the introduc- 
tion of the corpses. Three corpses were loaded on the carts at one time. 
Those carts ran on rails. One day, three of us could not go on working. 
Stark drew his revolver and shot three comrades, Weifi, Goldschmidt, and 
Neumann, before my eyes. 

Because the number of corpses increased rapidly, we had to load them 
on trucks and take them out to a field during the night. A large hole had 
been dug there, with water in it. There were four of us at the time and we 
had to throw four to five hundred corpses into those holes. A car with a red 
cross stood near the hole and lit the scene with its headlights. Afterwards, 
Stark led us back to block 11. We came into a bunker cell without light. It 
was terrible to hear the clanking of the keys in the morning. 

We were given soup. Three new detainees, Frenchmen, were brought 
into the cell. Then we were all taken to the motor pool again and taken to 
the hole in a fire truck. The car pumped the water out of the hole and we 
had to climb into the ditch, which was now very swampy, and to lay the 
corpses on a pile. Near the edge of the hole, we saw Grabner, Aumeier and 
others from the SS. Stark was in command. We could hardly remove the 
corpses, they fell apart in our hands. Arms came off. The corpses were wa- 
ter-logged. But Stark treated us like animals. Two French comrades could 
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not continue. Stark yelled ‘What’s the matter, Moritz!, ’ took out his pistol 
and shot the two who had been leaning on the dead. 

Finally, we had to return to the camp on the double. We were covered 
with blood and dirt. They took us as we were to the bunker, cell 13 this 
time. There was light in it. It was a dreadful night. We were finished, men- 
tally and physically. We slept on the floor, like animals. When the block 
leader brought us the food the next day, we asked to be allowed to wash. 
He let us go up into the wash-room, we were given other clothes and were 
then taken back into cell 13. 

At nightfall, we heard shouts in the yard Fishing command, get ready! ’ 
I can imitate Stark ’s way of shouting even today. It meant that we now had 
to put on our wooden clogs. We were taken into the yard and into the cre- 
matorium. Two Slovak detainees came along this time. Stark took us to the 
crematorium, lined us up against the wall and told us to wait for further 
orders. We were not to speak to anyone, otherwise we would be shot. 

After some time, the doors of the yard were opened, and some 350 Jew- 
ish women, men and children were brought in. Grabner, Aumeier, Stark, 
and others from the SS were present. Stark yelled, ‘Now, everyone un- 
dress! ’ Later, I saw from the clothes that they were Polish Jews. They must 
have known that something was not right and undressed only slowly. Stark 
and the others kept on yelling ‘Get on with it, take your clothes off! ’ Stark 
beat the people with a whip. I saw a man who wanted to take his tie off— 
but he did not have one on. The children went to their parents, but they did 
not cry. They were probably Jews from the ghetto. 

Then they were all led into the gas chamber. There was only one venti- 
lator there, and the lights were on. The door was closed and Stark ordered, 
‘Pick up those rags! ’ Again, the gate was opened and again, 300 people 
entered. It was the same thing once again. When the gas had been fed into 
the chamber from the roof of the crematorium, there was heavy coughing, 
children and adults screamed, there was chaos. After a while, things qui- 
eted down, the coughing subsided, and we saw Stark coming down from 
the roof with his gas mask. We had to search the clothes and to put all 
valuables, dollars, gold, and other things into a box. Stark stood near it 
and pocketed what he liked. At that time, May and June 1942, gassings 
took place either before the morning roll call or after the evening roll call, 
never during the day. [...] I watched Stark at his job for something like 6 
weeks. During this time he must have taken at least ten or eleven thousand 
people into the gas chambers. ” 

Finally, as 1 have already mentioned, in 1979 Muller published a book of 
memoirs, in which he again described events in the Auschwitz crematorium. 

Before we exmine the declarations of this witness in detail, it must be said 
that in his deposition during the trial of the Auschwitz camp garrison he in 
fact made no mention of his activity as a member of the so-called “Sonder- 
kommando” in the crematoria at Birkenau. He did mention this in the declara- 
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tion published by Kraus and Kulka, but devoted less than 45 percent of his 
story to it, a story, which, in any case, is made up of fanciful anecdotes, such 
as the removal of human flesh from executed detainees for culturing bacteria 
(although this no longer took place at Auschwitz, but in crematorium V of 
Birkenau), or the systematic draining of the blood of young women (for Ger- 
man military hospitals) or, finally, the account about SS -Hauptscharfuhrer 
Moll, who had the habit of throwing Jewish babies “into the boiling human 
fat”! 130 The same historical value can be assigned to the little tale of the Kapo 
who regularly killed Jewish detainees and was reprimanded by the SS only 
because he had hurt his hand in doing so. 

In his 1979 book of memoirs, Muller devoted 25 percent of the text to 
events in crematorium I and the remaining 75 percent to happenings in the 
Birkenau crematoria: from 0 to 75 percent, a most astounding literary progres- 
sion! 

The witness is not even certain of the date of his arrival at Auschwitz, for 
he gives it either as April 13 or April 20, 1942. His ID number (29236) was 
assigned on April 13, the day on which a transport of Slovak Jews arrived at 
the camp, which, however, comprised 1077 Jews, 634 men and 443 women, 
and not 250, as the witness declared. 

The events surrounding his assignment to the crematorium are anything but 
clear. Being thirsty, he - by himself and simultaneously together with another 
detainee - goes out looking for “leftover tea” which, however was “a cauldron 
full of tea” or “the vats with tea for the night,” 131 hence not really leftovers. 
Strangely, however, he was punished and sent to the crematorium for “theft of 
water.” He was apprehended by the Blockfiihrer of block 1 1 and by Aumeier, 
who told him sarcastically to go on drinking, but at the same time came to 
Miiller’s cell in the afternoon to ask him why he was there, as he did not 
know. 

The witness was sent to the crematorium together with six other detainees, 
hence altogether seven. But after the first day at work they “locked up the six 
of us” in block 1 1 , even though no one had been lost. Or else Muller was 
taken, together with his comrade who was (or was not) present when they 
stole the tea, to the crematorium where there already were five detainees at 
work, so that together they would again be seven. Of those, however, four 
were killed the same day, having been made responsible for the fire that had 
broken out in the crematorium. Once the fire was under control, another seven 
detainees were assigned to the crematorium. Hence, before they started out on 
the work of burying the coipses, there were now ten detainees. According to 
another variant of the story, there were seven detainees in the “Sonderkom- 
mando,” three of whom were shot, so that there were only four of them left 
when the burying started. 


0 O. Kraus, E. Kulka, op. cit. (note 29), pp. 133f. 
131 F. Muller, op. cit. (note 35), p. 19. 



Carlo Mattogno, Auschwitz: Crematorium I 


41 


In Muller’s book, finally, there are three 132 detainees who were shot for 
sabotage, and those employed in the burials the first night are said to have 
been seven. 133 

The coipses to be buried were loaded on one truck, 132 or two, or three. The 
detainees doing this job the first night were four, seven, or ten. The corpses - 
alternatively “some 800“ and 400 to 500 - were thrown into one or several 
holes. Here the ground water was pumped out by a “fire truck” and, at the 
same time, by a “motor pump.” 134 

Let us now move on to a review of what the witness has to say about the 
crematorium and the “gas chambers.” 

On May 24, 1942, he was assigned to work in the camp crematorium. He 
noted right away the round chimney of this building, 135 which, however, was 
square. 1 6 Then he was led into the morgue where, among suitcases and back- 
packs, there were dead men and women who still had their clothes on. The 
witness was given the order to undress them. Apparently, the SS, after eight 
months of alleged homicidal gassings, had not yet understood that it was eas- 
ier to have the victims undress before they were gassed! According to the wit- 
ness Walter Petzold, this “disastrous mistake” had been committed by the SS 
only on the occasion of the first nebulous homicidal gassing in Bunker ll. 137 
They thus had learned their lesson at that time. 

The claim by the witness that the undressing of the corpses of the allegedly 
gassed victims was begun because of an order from Himmler is therefore ludi- 
crous. As far as that visit is concerned, it is an established fact that it took 
place on July 17 and 18, 1942, and Himmler could not have inspected the cre- 
matorium “around ten o’clock,” because he was received at Kattowitz by Gau- 
leiter Bracht, SS -Obergruppenfuhrer Schmauser and by Hoss at 3:15 p.m.; 
from Kattowitz he was accompanied to the camp, which he inspected even 
later. 1 ' 5 There is no proof that Himmler ever inspected the crematorium. The 
photographs taken during the visit show Himmler wearing a gray uniform 139 
and Muller thus could not have seen him wearing “a white uniform.” 

The alleged disguise of the morgue into “wash-rooms with pipes and fau- 
cets” is in contradiction to Jankowski’s declaration, mentioned above, accord- 
ing to which there were “no false showers” in the alleged gas chamber. Hans 


132 Ibid., p. 33. 

133 Ibid., p. 37. 

134 Ibid., p. 40. 

135 Ibid., pp. 22 and 31. 

136 “Inventory plan of building No. 47a, BW 1 1. Crematorium” (Bestandplan des Gebaudes Nr. 47a. 
B.W. 11. Krematorium) of April 10, 1942. Cf. document 4. 

137 W. Petzold, "Bericht liber die erste Vergasung von Gefangenen in deutschen Konzentrationsla- 
gem, Mauthausen den 17. Mai 1945.” Staatsanwaltschaft beim LG Frankfurt (Main), Strafsache 
beim Schwurgericht Frankfurt (Main) gegen Baer und Andere wegen Mordes (investigation files 
to the Frankfurt Auschwitz trial), ref. Js 444/59, Vol. 31, p. 5312. 

138 Cf. in this respect my study Special Treatment in Auschwitz. Origin and Meaning of a Term , The- 
ses & Dissertations Press, Chicago 2004, pp. 17-25f and 108. 

139 AGK, NTN, 97, pp. 21-31, photographs of Himmler's visit. 
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Stark expresses himself in similar terms. 140 Muller did not overlook the “little 
greenish-blue crystals” or simply “green” crystals spread out on the floor of 
the morgue, 141 the residue of Zyklon B, which, however, was not in the form 
of “greenish-blue crystals” but of particles of gypsum, white in color. On ac- 
count of its dangerous nature, the residue would be removed from the disinfes- 
tation chambers as soon as the test for toxic substances ( Gasrestprobe ) yielded 
negative results and thus allowed the specialists to enter the room wearing 
their gas masks. 142 This would also have been true for any homicidal gassings, 
and therefore the witness cannot have seen Zyklon B residues in the alleged 
homicidal gas chamber. In fact he has given a false description. 

To his great surprise, Muller finds in the “gas chamber” the coipse of a girl 
with whom he had gone to school, and therefore the transport came from Slo- 
vakia; indeed, the “gas chamber” held “the first Slovakian transport to be 
gassed,” as he declared during the trial of the Auschwitz camp garrison. 

Actually, according to Danuta Czech’s Kalendarium, on May 24, 1942, 
there was no homicidal gassing, let alone of a Jewish transport from Slovakia. 
After April 29, in fact, the next Jewish transport from Slovakia arrived at 
Auschwitz on June 20, 1942, and the 659 persons that made it up were all duly 
registered! 143 Hence Muller’s account of the first homicidal gassing is a com- 
plete invention. 

Then Unterscharfuhrer Stark allegedly ordered the coipses to be burnt: 144 

“ Stark gave orders to switch on the ventilators. A button was pushed 
and they began to rotate. Soon, however, they were turned off again, once 
Stark had looked into the ovens and convinced himself that the fire was 
burning well. ” 

This sentence, which refers to the pre-heating phase of the ovens, is non- 
sense. Each one of the 3 double-muffle ovens was equipped with a blowing 
device, consisting of a blower driven by a three-phase electric motor of 1.5 HP 
and of the corresponding ductwork, which entered the rear part of the oven 
and ran through the brickwork above the two muffles. Two more pipes 
branched out from it in the upper part of the two muffles and fed into the latter 
by means of four openings in the roof of the muffles. The function of the 
blowers, therefore, was not to fan the fire of the gasifiers, but to feed combus- 
tion air into the muffles. In the pre-heating phase of the ovens such air would 
only have resulted in cooling the refractoiy lining of the muffles. 

Muller goes on to accurately describe the device for introducing the 
corpses into the ovens ( Leicheneinfuhrungs-Vorrichtung ), but forgets an es- 
sential element, the pair of rollers attached to a fold-away frame, which was 
secured by a suitable supporting bar welded to the anchors of the oven in front 


0 Cf. below, section 8. 

141 F. Muller, op. cit. (note 35), p. 24. 

142 Cf. in this respect my article “Auschwitz: ‘Gas Testers’ and Gas Residue Test Kits,” in: The Revi- 
sionist, 2(2) (May 2004), pp. 150-155. 

I4j D. Czech, op. cit. (note 86), dates indicated. 

144 F. Muller, op. cit. (note 35), pp. 25f. 
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of the muffles. The omission probably stems from the fact that on the two ov- 
ens poorly rebuilt by the Poles in the years after the war the rollers had not 
been installed, whereas the device for introducing the coipses was correctly 
reconstructed. 

How many ovens were in operation? At the Auschwitz trial, the witness 
declared: “at that time, two ovens were in operation,” but in his book he writes 
“all six ovens were burning.” 145 After the pre-heating period, the corpses were 
introduced into the ovens - three at a time. 146 About this the witness states: 147 

“For the cremation of three corpses, the big wheels had specified 20 
minutes, and it was up to Stark to make sure that this would be accom- 
plished” 

He then adds that in one hour 54 corpses could be burnt in the 3 double- 
muffle ovens, i.e., 3 corpses every twenty minutes in each muffle. We are here 
in the realm of technological fantasy. The cremation capacity of the Ausch- 
witz ovens was one corpse per muffle per hour, a total of 6 corpses per hour in 
the six muffles. The witness has multiplied the capacity of the furnaces by a 
factor of nine! 

Muller then relates that the crematorium personnel had forgotten “to shut 
down the ventilators of one oven” 148 - which is an erroneous statement be- 
cause each oven had only one ventilator - with the following result: 148 

“The flames had been fanned so strongly and the fire had already 
reached an intensity such that the refractory bricks in the chimney came 
loose and the oven burnt through, with the bricks falling into the flue that 
linked the oven to the chimney. ” 

This is another nonsensical statement. As has been explained above, the 
function of the blower was not to fan the fire, but to feed combustion air into 
the muffle. Because the blower brought in cold air, if air had been fed in, the 
result would have been the exact opposite of what the witness’ version: the 
two muffles of the oven would have cooled to the point of extinguishing the 
gasifier for lack of draft. 

The “Instructions for the operation of the coke-fired Topf double-muffle 
cremation oven” specifies, in fact, for such a case: 149 

“This temperature rise can be countered by blowing in air. ” 
Furthermore, no oven caught fire or was otherwise damaged in May-June 
1942. Hence, Muller’s story is also false historically. In that period, only one 
such incident was recorded, which, however, did not involve the ovens. On 
May 13, the head of the camp administration requested the Central Construc- 
tion Office to “repair the chimney and the engine house 1 150] of the cremato- 
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APMO, BW 11/1, p. 3. 

The little shed next to the crematorium and the chimney, which housed the motor of the forced 
draft system. 
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rium.” 151 The work was done on May, 14 and 15. The first item did, in fact, 
not concern the chimney as such, but the “chimney under-channel,” i.e., the 
flue, which linked the three ovens to the chimney: 50 refractory bricks were 
replaced and 50 kg of refractory mortar were used. 152 On May 30, SS- 
Oberschcirfiihrer Josef Pollock informed Bischoff that the chimney cover had 
loosened and cracks had appeared in the brickwork. 15 ’ This, as we shall see, 
caused the old chimney to be knocked down and rebuilt, but all this lends no 
support whatsoever to the fairy-tale of the fire invented by our witness. 

Hence, the witness has lied not only about a gassing of the Slovakian 
transport, but also about a fire in the crematorium. This enigmatic fire - 
Muller continues - also spread to the furnace hall and was brought under con- 
trol only in the evening: the crematorium remained out of service. 154 It went 
back into service after a few days, 155 i.e., toward the end of May, when a 
transport of Jews arrived from Sosnowitz, 156 and 600 persons were gassed in 
the morgue of the crematorium. 157 However, according to the Auschwitz Kal- 
endarium, the first transport of Jews from Sosnowitz arriving after May 30, 
1942, (the day of Muller’s assignment to the crematorium) came to Auschwitz 
on June 17 and was allegedly gassed, in its entirety, in “Bunker 1” of Birke- 
nau! 158 

After three days of inactivity, if we follow Muller, another transport of a 
few hundred persons was likewise gassed in the morgue. 159 On this occasion, 
we encounter for the first time the alleged deceptive speech designed to calm 
the victims. 16(1 This took place at the end of May 1942, because the witness 
declares: 161 

“In this way, from the end of May onwards, one transport after another 

disappeared in the Auschwitz crematorium. ” 

Therefore, all of this - the three gassings and the fire - happened between 
May 24 and 31. However, according to Czech’s Kalendarium, no Jewish 
transport 162 arrived at Auschwitz during that time. The witness goes on to state 
that during this period also occurred the damage to the crematorium, which 
required the rebuilding of the chimney. Here, Muller says: 163 


151 “Verwaltung KL Auschwitz. Bestellschein Nr. 451” of May 13, 1942. APMO, BW11/5, p. 3: ”Den 
Kamin und das Motorenhaus des Krematoriums instandzusetzen ” (to repair the chimney and the 
motor shed of the crematorium). 

152 “ Aufstellung der ausgefuhrten Bauarbeiten. ” May 20, 1942. APMO, BW 1 1/5, pp. 5f., and “Be- 
richt iiber ausgefuhrte Arbeiten im Krematorium ” of June 1, 1942. APMO, BW1 1/5, pp. If. 

153 RGVA, 502-1-314, p. 12 and 502-1-312, p. 64. 

154 F. Muller, op. cit. (note 35), p. 32. 

155 Ibid., p. 49. 

156 Ibid., p. 53. 

157 Ibid., p. 54. 

I5S D. Czech, op. cit. (note 86), p. 230. 

159 F. Mtiller, op. cit. (note 35), pp. 57-62. 

160 Ibid., p. 61. 

161 Ibid., p. 63. 

162 D. Czech, op. cit. (note 86), pp. 216-218. 

163 F. Mtiller, op. cit. (note 35), 65. 
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“In place of the round chimney that had been destroyed during the fire 
at the crematorium, the bricklayer Kommando erected an enormous new 
quadrangular chimney. ” 

Then he adds: 164 

“The continuous operation, especially the strain on the ovens that went 
with it and that originally had not been taken into account, apparently 
caused the refractory bricks of the inner lining to disintegrate, threatening 
the collapse of the chimney. For that reason, in the summer of 1942 a new 
quadrangular chimney with a double lining of refractory was attached to 
the ovens. During this period, however, the operation of the ovens was not 
discontinued. The Kommando working on the chimney [mainly Jewish de- 
tainees] was about 30 strong. ” 

Here, the witness either attributes two different causes to the damaging of 
the same chimney or else refers to two different chimneys. The first hypothe- 
sis entails an obvious contradiction, the second one is factually incorrect. 

Actually, as has been noted above, the chimney of crematorium I showed 
initial damage at the end of May 1942, but had not been “destroyed.” When 
dangerous cracks appeared in the brickwork, it was decided to knock it down 
and build a new one. The new chimney was put up by 688 detainees (and not 
by “about 30”) between July 12 and August 8, the old one was demolished on 
July 6. Filip Muller’s claim that the crematorium remained in operation during 
this period of construction is obvious nonsense, because it was necessary to 
build new flues, one 12.20 m long linking the ovens 1 and 2 to the new chim- 
ney, the other 7.375 m long for oven 3. 5 In July, coke deliveries to the cre- 
matorium were drastically reduced: after a shipment of 5 tons on July 18, the 
next shipment arrived only on August 1 0, 166 which means that the cremato- 
rium certainly remained inactive for some 20 days, July 20 through August 9. 
Filip Muller returns to the question of the chimney, writing: 16 

“The SS Construction Office 1 166 had placed great hopes for a smooth 
operation of the crematorium in the new quadrangular chimney. Soon, 
however, it turned out that it was not up to its task. During operation, re- 
fractory bricks continually fell off, blocking the flue, through which the 
smoke had to pass. Jewish transports, still arriving as before, could no 
longer be ‘handled’ in the crematorium without a hitch. For that reason, 
the operation had to be curtailed in the fall of 1942. ” 

Actually, the crematorium was put back into operation at full capacity 
without the new chimney having been properly dried: The brick-work, still 
humid, was damaged by the evaporation of water it contained, causing new 
cracks. On August 13, Bischoff, referring to a discussion he had had with SS- 


Ibid., p. 74. 

165 Robert Koehler, “ Rauchkanal fur die Zentral-Bauleitung der Waffen-SS und Polizei Auschwitz 
0.5.” of August 11, 1942. RGVA, 502-2-23, p. 18. 

166 APMO, D-Aut-4, Segregator 22, 22a, List of “Coke and coal for the crematoria in tons,” p. 2. 
16 [ F. Muller, op. cit. (note 35), p. 79. 

168 Recte: SS Central Construction Office. 
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Hauptsturmfiihrer Mulka the day before, sent the following letter to the camp 
command: 169 

“On the basis of the telephone conversation mentioned above, the camp 
command was informed that because of being heated too soon (all 3 ovens 
are in operation), damage to the brick-work of the new chimney unit has 
already appeared. Since the 3 cremation ovens were put into operation be- 
fore the hardening of the mortar used for the brick-work of the chimney 
could take place, any further responsibility [on the part of this officer] for 
this unit must be refused. ” 

The witness does not explicitly say when the alleged gassings in cremato- 
rium I were stopped, but he, too, speaks of the nebulous gassing of the men 
from the so-called “Sonderkommando,” which is said to have occurred “in 
mid-December 1942, ” 170 and this - if we refer to Jankowski’s testimony - 
should have been the last gassing. 

Muller assigns an impressive number of victims to the alleged gas chamber 
of crematorium I: 171 

“Tens of thousands of Jews from Upper Silesia, Slovakia, France, Hol- 
land, Yugoslavia, from the ghettos of Theresienstadt, Ciechanow, and 
Grodno were killed and cremated here. ” 

In the deposition he made during the Auschwitz trial, mentioned above, he 
was even more precise: 

“At that time, roughly in May and June 1942, gassings took place either 
before the morning roll call or after the evening roll call, never during the 
day. [...]/ watched Stark at his job for something like 6 weeks. During this 
time he must have taken at least ten or eleven thousand people into the gas 
chambers. ” 

Muller was assigned to the crematorium on May 24, 1942. The cremato- 
rium was shut down between July 19 or 20 and August 9 because of the demo- 
lition of the old chimney and the construction of the new one. In the autumn 
of that year the crematorium was used in a limited way. Therefore these “tens 
of thousands” of victims must have been killed between the end of May and 
the middle of July as well as in September. However, according to Czech’s 
Kalendarium, no homicidal gassing took place during the latter half of May, 
and in June the appr. 7,000 172 Jews allegedly killed were gassed in the so- 
called Bunker 1. For July and September, Czech indicates no location for 
the alleged gassings, 174 but uses only the standard formula “the [. . .] remaining 


RGVA, 502-1-312, p. 27. 

170 F. Mtiller, op. cit. (note 35), p. 80. F. Muller mentions neither the precise date nor the number of 
those allegedly gassed. 

171 Ibid., p. 83. 

172 This figure includes an alleged transport of Jews from Ilkenau of unknown size, said to have been 
gassed in its entirety. I have given it the size of two other, similar transports, but which allegedly 
arrived from Sosnowitz: 2,000 persons. 

173 D. Czech, op. cit. (note 86), pp. 213-239. 

174 The only exception is the transport of Jews from Slovakia on July 4, for which D. Czech mentions 
the gassing of 628 persons “in the Bunkers.” D. Czech, op. cit. (note 86), p. 243. 
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deportees are killed in the gas chambers,” with the “gas chambers” referring to 
“Bunkers” 1 and 2. 

Muller claims that the alleged gas chamber of crematorium I had served 
“from the very beginning only as a reserve installation for the two extermina- 
tion facilities set up at Birkenau,” 175 i.e., for the so-called “Bu nk ers.” 

However, from the standpoint of official historiography, the “Bunkers” did 
not need to make use of any reserve capacity, because the highest average 
daily rate of those claimed to have been gassed - for the month of August - 
was less than 1,200 per day in the two “Bunkers,” whereas Czech’s Kalendar- 
ium lists 2,000 people as having been gassed on two occasions - on June 17 
and 20, 1942 - “in Bunker No. I” 176 alone. Therefore, both “Bu nk ers” to- 
gether would have had a gassing capacity of at least 4,000 persons per day, 
more than three times the average maximum daily load indicated above. What 
is more, out of the 7,000 allegedly gassed victims mentioned above, 6,000 be- 
longed to transports, for which there exists no document and which, pending 
proof of the contrary, have to be considered fictitious. 177 

Similarly, the assertion that “tens of thousands of Jews [. . .] were killed and 
cremated” in the crematorium is refuted categorically by the amount of coke 
supplied to the crematorium. Between June and December 1942 it received 
200.5 tons of coke, 178 sufficient for the cremation of a theoretical maximum 
number of (200.5^28=) 7,160 corpses. 179 Filip Muller eventually admits that 
in the crematorium “also the dead who had died in other camp areas were 
cremated,” 180 i.e., those who had died a “natural” death. Thus it is clear that 
those 200.5 tons of coke must have been sufficient to bum either the dead 
from the camp - those registered in the “ Leichenhallenbuch ” - or those alleg- 
edly gassed. But the coipses documented come first. The “ Leichenhallenbuch ” 
for the period of June through December lists 9,399 persons deceased, 181 
which means that the amount of coke supplied to the crematorium was not 
even sufficient to burn all the corpses stemming from the camp. 182 It is thus 
impossible that “tens of thousands” of Jews were “killed and cremated” in 
crematorium I, as the witness maintains. 

With respect to the alleged gas chamber, the witness claims that it pos- 
sessed “six concealed openings” for the introduction of Zyklon B 18j and “a big 
ventilator” 184 installed “on the ceiling” and which was damaged by the alleged 
fire in the furnace hall in an unspecified manner. 154 But in his deposition at the 
Auschwitz trial, Muller declared: “The corpses stood in front of the ventilators 


175 F. Muller, op. cit. (note 35), p. 79. 

176 D. Czech, op. cit. (note 86), pp. 230 and 232. 

177 C. Mattogno, op. cit. (note 138), pp. 34f. 

178 APMO, D-AuI-4, Segregator 22, 22a, List of “Coke and coal for the crematoria in tons,” pp. 2f. 

179 Cf. in this respect my article "The Crematoria Ovens. . op. cit. (note 42), in particular pp. 392f. 

180 F. Muller, op. cit. (note 35), p. 72. 

182 AGK, NTN, 143, Leichenhallenbuch. Analysis by J. Sehn, p. 142. 

182 The corpses left over were buried and later incinerated in the open air at Birkenau. 

183 F. Muller, op. cit. (note 35), p. 62. 
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in the gas chamber, tightly packed,” then, contradicting himself, he added: 
“There was only one ventilator, the lights were on.” Now if the ventilator or 
ventilators were installed on the ceiling, how could people stand “in front” of 
them? 

In conclusion, we may say that Muller has woven into a web of actual facts 
a dense tissue of fibs, which he has presented in a different way each time. 
The original sin was obviously the literary pretext of justifying his being sent 
to the crematorium as “punishment.” Then, too, his blatant lies about the gas- 
sing of the Slovakian transport and the fire in the crematorium are literary pre- 
texts for introducing the story of the burials, again as a “punishment.” It is no 
accident that at the Auschwitz trial, fearing that he would be unmasked, he 
gave up this lie and invented an entirely different story: the corpses were taken 
to the hole (or to the holes) no longer on account of the nebulous fire (“now 
the crematorium was, of course, no longer operational” 154 ), but “because the 
number of coipses increased rapidly,” i.e., because the capacity of the ovens 
was insufficient. Because at this trial Muller made his depositions under oath, 
he either told the truth on this occasion, and thus obviously lied in his other 
declarations, or else he told the truth in his other declarations, and thus com- 
mitted perjury at the Auschwitz trial. Whichever way you look at him, he re- 
mains a liar. 

The Frankfurt tribunal did not take Muller’s account very seriously and de- 
clared of it: 185 

“The presentation of the witness Muller about the gassing of the Slova- 
kian Jews is not very clear. Moreover, the court knows that at that time 
gassings no longer took place in the small crematorium , but in the farm- 
houses that had been adapted for the purpose. ” 

Summarizing, S. Jankowski and F. Muller, the only - self-styled - survi- 
vors of the “Sonderkommando” of crematorium I, have made declarations that 
are not only historically false and technically nonsensical, but are also mutu- 
ally contradictory. In particular, one of them affirms that the alleged gas 
chamber had 6 openings and one ventilator, the other that it had 2 openings 
and no ventilator (or contradictorily states that it had “ventilators”). 


4. Hans Aumeier 

SS -Hauptsturmfiihrer Hans Aumeier held the post of “ 1 . Schutzhaftlager- 
fuhrer , (first leader of the protective custody camp) of the Auschwitz camp 
from February 16, 1942, until August 15, 1943. In October 1943 he was made 
commander of Vaivara concentration camp in Estonia, and from February 
1945 onwards he was in charge of Mysen concentration camp in Norway; in 
that country he was arrested by the British on June 11, 1945. 

In a report written on July 25, 1945, he stated: 186 

1X5 H. Langbein, op. cit. (note 95), op. cit., p. 884. 



Carlo Mattogno, Auschwitz: Crematorium I 


49 


“As far as I remember, it was in November or December 1942 that the 
first gassing of about 50-60 Jewish detainees was undertaken. This took 
place in the morgue of the crematorium in camp I, under the direction of 
the camp surgeon, of Untersturmfuhrer Grabener [Grabner], of the L.KS 1& ] 
and a number of medics. I was not present at the time and did not know be- 
forehand that this gassing would take place, either. Towards me, the LK 
was always very distrustful and taciturn. It was only the next day that the 
camp surgeon, Grabner, Untersturmfuhrer Hessler [Hossler] Hauptschar- 
fiihrer Schwarz, and I were called to the LK, who informed us that the or- 
der of the RFSS has come from RSHA-Berlin that all Jewish detainees unfit 
for work as well as the sick judged by the doctor as not being fit for work 
in the future are to be gassed in order to avoid the spread of epidemics. He 
stated further, that the night before the first detainees had been gassed, but 
the crematorium had turned out to be too small and could not cope with 
the cremations, so that in the crematorium [188] now under construction at 
Birkenau, gas chambers were being included. [...] 

In the period that followed, some 3 or 4 gassings were still carried out 
in the old crematorium. This always took place in the evening hours. There 
were 2-3 air shafts in the morgue and 1-2 medics wearing gas masks 
poured bluegas through them. We ourselves were not allowed to get close, 
and the Bunker was opened only the following day. As the doctor said, the 
people had died within 1/2 to 1 M. [minute]. ” 

As I have documented in a separate study, 189 Aumeier thought initial that 
he should be fra nk about Auschwitz, but eventually realized that he had to 
adopt the “truth” of his British interrogators, exactly as happened with Hoss. 
This propagandists “truth” was shaped to fit the declarations of self-styled 
eyewitnesses, in particular those interrogated by the English during the prepa- 
ration of the Belsen trial and those interrogated by the Poles for the floss trial. 

As far as Aumeier’ s above declaration is concerned, we must first of all 
underline the curious coincidence of the date of the first alleged gassing in 
crematorium I (“in the month of November or December 1942”) with the date 
given by Jankowski (“in November or December 1942”). As that dating is 
wrong according to official historiography, the coincidence is unlikely to be 
an accident. 

The alleged Himmler order, other than coming inexplicably late, is also 
quite mysterious, as he could certainly have ordered detainees unfit for work 
to be killed, but why would he have ordered them to be gassed at a point when 
there were as yet no gas chambers at Auschwitz? And gas them with what? 
With the “bluegas” (Blaugas)! Actually, this was not hydrogene cyanide, but 
simply “fuel gas, a lighting gas, named after its inventor, [a man by the name 


186 PRO. File WO.208/4661. Report by H. Aumeier of July 25, 1945, pp. 5f. 

1X7 L.K., Lagerkommandant, commander of the camp. 

188 German: "der 1 Crematorium plural article, but singular noun. 

189 C. Mattogno, The Bunkers of Auschwitz. Black propaganda versus History, Theses & Disserta- 
tions Press, Chicago 2005. 



50 


Carlo Mattogno, Auschwitz: Crematorium I 


of] Blau.” 190 This “bluegas” was poured into the alleged gas chamber not 
through appropriate openings but through “air shafts.” The number of these air 
shafts (2-3: but were there 2 or were there 3?) copies, with some wavering, 
the number given by Jankowski (2 openings). On the other hand, if the num- 
ber of those allegedly gassed was hardly “about 50-80 Jewish detainees,” it 
makes no sense to claim that “the crematorium had turned out to be too small 
and could not cope with the cremations.” This is a rather shaky argument for 
arranging that alleged gas chambers be built in the crematoria at Birkenau. 

Finally, causing the victims to die within 30 seconds or one minute would 
have been an impossible task, even using considerable quantities of Zyklon B. 
According to Haber’s rule, a concentration of 1-2 g/m 3 (hydrogene cyanide in 
air) is needed to kill a man in 30-60 seconds, the “immediately lethal” con- 
centration being 0.3 g/m 3 . 191 However, according to a graph prepared by the 
Degesch Co. for the evaporation and diffusion of hydrogene cyanide, such 
concentrations are reached after 1.5 or 2.5 hours in the center of a room being 
gassed. Thus, at the 4 points of introduction of Zyklon B, between a minimum 
of 1-2 minutes and a maximum of about one hour 192 would have been needed 
for those concentrations of hydrogen cyanide to be attained. 

In total, according to Aumeier, only 4-5 gassings were carried out in cre- 
matorium I, and only from November or December 1942 on. Aumeier there- 
fore squarely contradicts Filip Muller’s account as to the period from May to 
November-December 1942. 


5. Rudolf Hoss 

In the so-called Krakow notes, Rudolf Hoss relates that in 1941 political 
advisers of the Red Army started to arrive who, on the basis of a secret order 
given by Himmler, were to be executed: 193 

“The first, smaller transports were executed by details taken from nor- 
mal troops. While [I was] away on a mission, my replacement, Schutzhaft- 
lagerfiihrer Fritzsch, had used gas for killing. It was the hydrogene cya- 
nide preparation Cyklon B, which was in constant use throughout the camp 


190 Otto Lenz, Ludwig GaBner, Schadlingsbekampfung mil hochgiftigen Stoffen. issue no. 1 : 
“Blausaure,” Verlagsbuchhandlung von Richard Schoetz, Berlin 1934, p. 15. 

191 Cf. C. Mattogno, Olocausto: Dilettanti alio sbaraglio. Edizioni di Ar, Padua 1996, pp. 185f. Edi- 
tor's note: Executions in U.S. gas chambers using 3,200 ppm (3.8 g/m 3 ) last 10-15 minutes. To 
achieve death within a minute or faster, large quantities of soluble cyanide salts or liquid hydro- 
gen cyanide have to be ingested. It is virtually impossible to kill within seconds by inhaling gase- 
ous hydrogen cyanide. See Germar Rudolf, The Rudolf Report, Theses & Dissertations Press, Chi- 
cago 2003, pp. 1 If., 192-194f. 208-216; cf. Fred A. Leuchter, Robert Faurisson, Germar Rudolf, 
The Leuchter Reports. Critical Edition, Theses & Dissertations Press, Chicago 2005, p. 33. 

192 Deutsche Gesellschaft fur Schadlingsbekampfung m.b.H., Fumigation Chambers for Pest Con- 
trol. Erasmus Druck Mainz, 1967, p. 9. 

193 Martin Broszat (ed.), Kommandant in Auschwitz. Autobiographische Aufzeichnitngen des Rudolf 
Hoss, Deutscher Taschenbuch Verlag, Munich 1981, p. 126. 
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as a disinfestation agent and was readily available. When I returned he in- 
formed me about this, and the gas was used again for the next transport. 

The gassings were carried out in the prison cells of block 11. I myself 
protected by a gas-mask, have witnessed a gassing. In those packed cells, 
death occurred immediately after [the gas] was thrown in. Some sup- 
pressed screams and it was over. I did not fully realize what went on, I was 
perhaps too occupied with the whole process of people being gassed. I re- 
member more vividly the gassing, a little later, of some 900 Russians in the 
old crematorium, the use of block 11 would have been too complicated. 
While the unloading was going on, we simply broke a few holes into the 
earth and the concrete that constituted the roof of the morgue. 

The Russians had to undress in the vestibule and proceeded quietly into 
the morgue, as they had been told that they would all be deloused there. 
The whole transport would just fit into that morgue. The door was then 
locked and the gas dumped in through the openings. I don ’t know how long 
this killing process took. But for a while, one could hear this humming 
sound. Upon introduction, some of them yelled: ‘Gas!, ’ then there was a 
lot of shouting, and they moved toward both doors, which, however, re- 
sisted the pressure. It was only several hours later that [the room] was 
opened and aired out. ” 194 

According to Danuta Czech, this gassing is supposed to have taken place 
on September 16, 1941, 195 but the only source the Polish historian offers is 
Hoss, which, however, contains no precise indication as to dates. It is certain 
from the documents, 196 though, that the first transports of Soviet POWs ar- 
rived at Auschwitz on October 6, 1941. This fact has been confirmed by 
Kazimierz Smolen, ex-detainee of Auschwitz and later director of the Ausch- 
witz Museum. 197 He was interned on July 6, 1940 (ID number 1327), and sub- 
sequently assigned to the Political Department, reporting to Maximilian Grab- 
ner. In his deposition of December 15, 1947, Smolen declared: 198 

“In early October, the first transports of Russians came to Auschwitz. ” 
Danuta Czech, on the other hand, basing herself on Hoss’ declarations, 
claims that 900 Soviet POWs were gassed on September 16, and another 600 
on September 3 in the basement of block 11.'" 

Hoss affirms to have been present in person, wearing a gas mask, at a later 
gassing of Soviet prisoners in the basement of block 11, but this gassing never 
took place according to the Auschwitz Museum. Commenting on Hoss’ asser- 
tion in this regard, an official text states: 200 


194 “wurde...entltiftet”: was aired out. 

195 D. Czech, op. cit. (note 86), p. 122. 

196 Cf. C. Mattogno, op. cit. (note 2), pp. 103-106. 

197 Cf. C. Mattogno, op. cit. (note 2), pp. 97f. 

198 Sworn affidavit by K. Smolen of December 15, 1947. NO-5849, p. 2. 

199 D. Czech, op. cit. (note 86), p. 117. This is said to be the famous “first gassing” at Auschwitz 
which, however, has no historical foundation. 

200 Jadwiga Bezwinska, Danuta Czech (eds.), Auschwitz in den Augen der SS, Staatliches Museum 
Auschwitz-Birkenau, 1997, note 107 onp. 64. 
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“It has not been possible to ascertain a second gassing of detainees in 
this block. Even though , here, Hoss denies his presence at the first at- 
tempted killing by means of gas, he confirms it a few lines further on. ” 

Thus Hoss was either “present” at a gassing that took place in his absence, 
or else he was “present” at a gassing which never occurred! 

Another surprising fact is that the agony of the victims of the first gassing, 
according to Polish sources, lasted an entire day - so long, in fact, that it was 
necessary for the SS to drop more Zyklon B into the cells the next day 201 - 
whereas in the gassing that Hoss claims to have witnessed the deaths of the 
victims occurred “immediately upon introduction” of the gas. In another pas- 
sage of his “notes,” Hoss writes that in the experiment conducted by Fritzsch 
- i.e. in the first gassing - the Zyklon B also provoked “the immediate death” 
of the victims. 202 

The description of the gassing in crematorium I provided by Hoss is, 
moreover, childish and nonsensical. The morgue is said to have been chosen 
as a homicidal gas chamber at the very last minute in a decidedly improvised 
fashion. It was not equipped with gas-tight doors or with any ventilation, 203 or 
with openings for the introduction of Zyklon B, which were hastily made as 
the victims stepped down from the train! 

The story of the gassing itself is even less believable. The Soviet prisoners 
undressed in the “vestibule” of the crematorium, which measured 4.14 by 7 = 
28.9 m 2 , and thus could accommodate 30 people at one time. Hence, the So- 
viet prisoners had to undress in 30 groups. They all “proceeded quietly into 
the morgue” because the SS had told them that they would be deloused there. 
In that morgue, however, there were no showers or other fake hygienic instal- 
lations designed to fool the victims. Yet, nonetheless, the Soviet prisoners 
filed “quietly” into that room in groups of 30! In the end, there were 900 of 
them in a space of 78.2 square meters, i.e., some 1 1 or 12 persons per sqaure 
meter, but even then they did not suspect anything abnormal. It was only when 
the Zyklon B was introduced from the openings above that the stupid victims 
realized they were going to be killed. Only then, Hoss tries to tell us, did they 
try to break down the doors - but how could they do so, wedged, as they were, 
1 1 or 12 of them into the space of a telephone booth? They could hardly have 
moved an arm. 

Finally, “only several hours later [the room...] was opened and aired out.” 
This means, as we have already seen, that the crematorium, just like block 11, 
had to be ventilated for a couple of days, but then why was the gassing done in 
the crematorium? 

It is important to note here that Hoss never mentions a mechanical ventila- 
tion system for the morgue of crematorium I. In the sentence just quoted, he 


1 Cf. C. Mattogno, op. cit. (note 2), pp. 78-80. 

202 Martin Broszat (ed.), op. cit. (note 193), p. 159. 

203 In September 1941, the morgue of the crematorium was still equipped with the makeshift ventila- 
tion system which the head of construction had installed at the end of February, but which was 
apparently unknown to Hoss. 
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says “was opened and aired out,” and not “was ventilated and opened” as 
would have been the case if a mechanical ventilation system had been avail- 
able. In other words, according to Hoss, the doors of the morgue were opened 
first and then, afterwards, a natural airing by draft took place. 

At the March 12, 1947, session of his trial, when questioned about the first 
homicidal gassings at Auschwitz, Rudolf Hoss declared: 204 

“After the first gassing in block 11 - the building designated as a 
prison - transports were gassed in the old crematorium, in the so-called 
morgue. The gassing proceeded as follows: an opening was created in the 
ceiling, and through it the gas - a crystalline mass - was thrown into the 
room. I remember only one transport. It comprised 900 POWs who were 
gassed in this way. From then on, gassing was done outside the camp, in 
Bunker 1.” 

Hence, according to the commander of Auschwitz, the alleged gas chamber 
of crematorium I, which according to him had only one opening for the intro- 
duction of Zyklon B, was used only until the so-called Bunker 1 was said to 
have been ready, i.e. - according to what was known then - until January 
1942. 205 


6. Pery Broad 

Former SS -Rottenfiihrer Pery Broad was transferred to Auschwitz on April 
8, 1942. He was assigned to the Political Department on June 18, reporting to 
SS -Untersturmfuhrer Maximilian Grabner. Broad was arrested by the British 
on May 6, 1945, and released in 1947. On July 13, 1945, he drew up a report, 
which was never registered by any “commission for the investigation of the 
German war crimes,” and therefore never received any registration number. It 
thus disappeared completely for around 20 years and then suddenly resurfaced 
at the Auschwitz trial in Frankfurt. 

On April 20, 1964, during the 39th session, a certain Hermann Rothmann 
was questioned and made the following statement: At the end of the war, he 
worked at the Intelligence Section of the British government. Broad, who was 
working in the same office as an interpreter, handed him his famous report on 
Auschwitz in six copies. Rothmann kept one for himself and later handed it 
over to the Frankfurt tribunal. 206 

Another witness, Comelis van het Kaar, likewise employed by the British 
secret service at the time, declared that in June 1945 Broad had volunteered 
the story of the Auschwitz camp to him. Van het Kaar asked Broad to write 
down his experience at Auschwitz, and Broad handed to the British a written 


AGK, NTN, 105, pp. 1 lOf. 

205 D. Czech, “Kalendarium der Ereignisse im Konzentrationslager Auschwitz-Birkenau,” in: Hefte 
von Auschwitz, Wydawnictwo Panstwowego Muzeum w Oswi^cimiu, issue 3, 1960, p. 49. 

206 H. Langbein, op. cit. (note 95), op. cit., p. 537. 
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report around June 1 5. 21,7 When questioned about the report during the Frank- 
furt tial, Broad declared: 205 

“In 1945 I wrote a report on Auschwitz, which I handed to the English 
in the British camp of Munsterlager. A copy of my report was prepared 
there. I have leafed through the photocopy presented to me here. Some 
parts are my text, some parts seem to have been added by others, some 
parts, too, are wrong. I am surprised that such things are attributed to 
me. ” 

After having read the report, Broad said: 208 

“Certain sections I recognize to be my own notes, but not the document 
in its entirety. ” 

It is certainly true that Broad accepted those parts of the report which speak 
of the gassings as authentic, 208 but it is also true that his situation in the trial 
increasingly worsened, to the point that during the hearing of November 6, 
1 964 - having hitherto been present in freedom - he was arrested immediately 
after the deposition of a certain Ota Fabian, who accused him of having killed 
various detainees. 209 Broad then lodged a motion with the court, in which he 
claimed to have done nothing of the kind. 210 

Obviously, Broad was trying to mollify the court and had no wish to alien- 
ate it by denying the judicially more important parts of his report. It is certain, 
however, that the report presented to the Frankfurt tribunal, which was later 
published in its entirety by the Auschwitz Museum, 2 " had been manipulated. 
The strangest aspect is that neither Broad nor the two British agents men- 
tioned above gave a precise date for the report: the date is, in fact, known only 
because Broad mentioned it in a sworn statement to the British at Minden on 
December 14, 1945. 212 In that statement he also quotes two passages of his re- 
port (concerning the alleged homicidal gassing in crematorium I at which he 
claimed to have been present), which on the whole correspond to the text pub- 
lished by the Auschwitz Museum. In a later sworn statement, dated October 
20, 1947, Broad describes the alleged gassing. He asserts that in May 1942 
SS -Hauptscharfuhrer Hossler formed a special SS Kommando that was or- 
dered to close off all roads leading to the crematorium. Broad continues: 213 

“A few weeks later, the offices of the Political Department, which at the 
time were located on the lower floor of the sickbay, were cleared in the 
early morning hours and the personnel confined to barracks. I did not fol- 
low this order, but hid in the upper part of the stairwell. From there, I 
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could observe the crematorium, which was some 100 m away . [214] After 
some time, the high entrance gate that led to the vestibule was opened and 
a group of some 200 persons was led through by some SS men whose 
names I do not know. Then the gate was closed again. I could not observe 
what went on in the yard, because the gate and the enclosure were too 
high. 

Then Untersturmfuhrer Grabner and another SS man whom I do not 
remember appeared on the roof of the crematorium and gave instructions 
to the people assembled in the yard, which, however, I could not under- 
stand. A few minutes later, two more SS men, wearing gas masks, stepped 
onto the roof of the crematorium. They opened the 6 aeration traps that 
were located in the flat roof, opened several tin cans by hitting them with a 
hammer, poured the contents through the openings, and closed them again. 
While they did all this, the engine of a truck standing in front of the crema- 
torium was running, probably in order to drown out the screams of the 
people dying. About 5 minutes later the action was finished, the truck 
moved away, and the roads were again opened to traffic. These measures 
were repeated several times in the Auschwitz crematorium during 1942, 
but I was no longer able to observe them. ” 

The description of the alleged homicidal gassing is much more detailed in 
the “Broad Report,” but also very contradictory. There one can read that the 
Kommando set up by Hossler did not wait “several weeks” before blocking 
the roads leading to the crematorium, but did so immediately after it had been 
formed. 21 ' The victims were not “a group of some 200 people,” but “300-400 
people.” Broad never explains where his observation post was, what his field 
of view was, and the scenes segue like in a movie. 

For example, he describes, with a wealth of details, the unloading of this 
transport at the old ramp, which was located between Auschwitz and Birke- 
nau, and was certainly not visible from the stairwell of the hospital! Then the 
scene changes to the victims - Jews - whose appearance Broad describes with 
much attention; from what they say, he finally leams that they had been oper- 
ating machines in a factory. 215 Then they step into the yard of the crematorium 
and the gate closes on them. At this point, Grabner, with Flossier, climbs up 
on the roof of the crematorium and gives a speech - the one which Broad, 
from his post, had not been able to hear, but which he reports faithfully: 216 

“You will now be bathed and disinfested so we will not have any epi- 
demics in the camp. Then you will go to your lodgings, where hot soup is 
waiting for you, and you will be put to work according to your professions. 
Take your clothes off here in the yard and put them on the ground in front 
of you. ” 

In his previous statement, Broad asserted that he “could not observe what 
went on in the yard, because the gate and the enclosure were too high,” but in 


214 The actual distance is 20 meters. 

215 Pery Broad, op. cit. (note 21 1), p. 30. 

216 Ibid., p. 31. 
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the “Report" he diligently records the reactions of the victims in the yard: for 
example “some of them were looking forward to the hot soup” promised by 
Grabner. 216 After mentioning a conversation between Grabner and the victims 
on the subject of the alleged showers in the crematorium. Broad describes the 
way they entered the morgue of the crematorium, but his story places him 
among the victims, as if he were one of them: 216 

“The first ones moved through the vestibule into the morgue. Every- 
thing is spotless. Only the strange odor strikes a few of them as nauseating. 
In vain they look at the ceiling, searching for showerheads or water 
pipes. ” 

The doors are closed and the victims realize that they are trapped. From his 
lookout, Broad clearly sees what is happening in the “gas chamber”: 216 

“They pound on the door, hammer it with their fists in their desperate 
fury. Cynical laughs are the answer they receive. ” 

With a final effort, Broad manages to hear the reply of the SS: 216 

‘“Don’t scald yourselves when you take your bath,’ someone yells 
through the door. ” 

Broad then goes on - as if he were in the “gas chamber” himself: 216 

“Some of them notice that the covers of the six holes in the ceiling are 
being taken off. ’’ 

Then the scene changes to the outside of the crematorium, and Broad de- 
scribes how the disinfesters pour Zyklon B through the holes in the roof of the 
crematorium. At that moment, the engine of the truck is started up, but in spite 
of its roar, Broad again manages to hear the screams of the victims, which af- 
ter two minutes turn into a subdued moan. 217 Then, still looking through the 
walls, he sees the Kommando of detainees at work in the crematorium and ob- 
serves the corpses as they stand, one leaning against the next, “with their 
mouths wide open.” 218 

Broad concludes his narrative with the following assertion: 217 

“ One transport after another vanished into the Auschwitz crematorium. 
Every day! There were more and more victims, and the murder had to be 
organized on a grand scale. The morgue coidd not take in enough. Crema- 
tion of the corpses took too long. ” 

Therefore the alleged mass extermination was moved to the so-called 
“Bunkers” of Birkenau. 

On March 2, 1946, Pery Broad testified in the Tesch trial and again spoke 
about the alleged gassing in crematorium I of Auschwitz: 219 

“In July 1942 I was in the neighbourhood of the SS sickbay about 40 to 
45 metres' 22 ^ from the Auschwitz crematorium, and there I saw, for the 
first time, a gassing. ” 

Thus, he was not inside the building but in its vicinity! 
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Broad went on to say that in the flat roof of the crematorium there were 
“six holes of the diameter of ten centimeters.’' 219 Hence, the openings for the 
introduction of Zyklon B had a diameter smaller than the standard size of the 
Zyklon B cans, which was 15.4 centimeters! 221 

When asked about the frequency of gassings in the crematorium. Broad re- 
plied: 219 

“I cannot say for certain, because I have seen only that one, but I could 
draw my conclusions about different gassing actions, because a concentra- 
tion [sic] of several guards would be concentrated by Untersturmfuhrer 
Hurstler [Hossler] once or twice per month. ” 

The gassings in the old crematorium thus occurred once or twice per 
month, but in the “Broad Report” it is said that they took place “every day”! 
But this is not the end of the stories from this self-styled eyewitness. When 
questioned about the capacity of the Birkenau crematoria, Broad answered: 219 

“In Crematoriums 1 and 2, 3,000 to 4,000. In crematoriums 3 and 4, 
2,000. In No. 5 there was only a gas stove there - 800 to 1200. ’’ 

Actually, besides the four crematoria designated II-V, a fifth crematorium 
never existed at Birkenau, and there was never “a gas stove”! The cremation 
capacity indicated by the witness is sheer nonsense: for a period of 24 hours, 
the theoretical maximum cremation capacity was 360 bodies for crematoria II 
and III, and 192 for crematoria IV and V. 222 With respect to the 3 double- 
muffle ovens of crematorium I, Broad says only that “4 to 6 corpses at one 
time” 223 were cremated there, which is a similar aberration, to say nothing of 
the “fiery flame several meters high,” which he claimed to have seen coming 
out regularly from the chimney of the crematorium! 224 

When he was asked to make an estimate of the number of those gassed 
during his tour of duty at Auschwitz, he stated: 219 

“I would think 2 ‘A million to 3 million. ’’ 

Pery Broad thus stuck without hesitation to the prosecution’s absurd theses, 
and it is clear that such a person would have “confessed” to anything in order 
to please his captors. 

Actually, the story of the alleged gassing in crematorium I in May 1942 
does not jibe well with the known history of the crematorium. During the sec- 
ond half of May, outside work was carried out at the crematorium: the front 
yard was fenced in and given two wooden access gates, 4 m wide and 3.20 m 
high, and the old pavement was replaced. 225 


221 The 500-gram can was 12.5 cm high, the 1,500-gram can 3 1 .5 centimeters. 

2 j 2 C. Mattogno, "The Crematoria Ovens...,” op. cit. (note 42), pp. 402f. 

22j Pery Broad, op. cit. (note 21 1), p 19. 

224 Ibid., p. 20. Cf. in this respect my article "Flames and Smoke from the Chimneys of Crematoria,” 
TR, 2(1) (2004), pp. 73-78. 

225 “ Zentralbauleitung , Auftrag Nr. 436, Arbeitskarte Nr. 20 for Tischleref’ of May 13, 1942: fabrica- 
tion of two entrance gates ( Einfahrttore ) 4x3,20 m, work done between May 21 and 25. RGVA, 
502-2-1, p. 24. Description of work done: “ Tatigkeitsbericht fur den Monat Mai 1942,” RGVA, 
502-1-24, p. 299, and “ Baubericht fur Monat Mai 1942,” RGVA, 502-1-24, p. 261. 
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Between June 12 and August 8, 1942, the crematorium was one vast work- 
site engaging hundreds of people - 688 detainees and 123 civilian workers - 
who demolished the old chimney and built a new with new flues. There was a 
constant coming and going of trucks bringing in tons and tons of material - 3 1 
tons of refractory brick alone! 226 - and carting off tons and tons of rubble from 
the old chimney. 

There is not the least reference in Pery Broad’s account to this feverish ac- 
tivity, which is very telling. No one can seriously believe that under these cir- 
cumstances, with civilian workers all over the place, even in the furnace hall, 
the camp SS would have organized one or more homicidal gassings in the 
crematorium. And that, when at the same time they allegedly had the two gas- 
sing “Bunkers” at their disposal, much more spacious and much better 
shielded from indiscreet observers. 

Besides, if we follow Danuta Czech’s Kalendarium, there was no homi- 
cidal gassing during the second half of May 227 of 1942, and only a single one 
between June 1 and 12 (beginning of the work on the chimney), which, how- 
ever, is said to have taken place on June 2 in the alleged “Bunker” 1 . 22s 

In conclusion, the “gassing” described by Pery Broad cannot have taken 
place while the work on the chimneys was going on, or during the two weeks 
previous, and therefore it never took place. 


7. Maximilian Grabner 

Maximilian Grabner, initially a detective with the criminal investigation 
department of the Vienna police, later with the Gestapo at Kattowitz, was 
transferred to Auschwitz in June 1940 and became head of the Political De- 
partment of the camp, with the rank of S S- Unterscharfiihrer. In December 
1943, he was arrested for unlawful appropriation of inmate property (embez- 
zlement) and sentenced to 12 years imprisonment by an SS tribunal. 

According to Pery Broad, who was one of his subordinates, Grabner was 
the organizer and supervisor of the alleged homicidal gassings in the morgue 
of the crematorium and should, therefore, have been well informed about 
them. 

He was arrested by the Vienna Gestapo on August 3, 1945. 220 After several 
days, the police started to question the witnesses against him. One of the first 
was Hermann Langbein, an ex-detainee of Auschwitz and future historian of 
the camp, who declared: 230 

226 Handwritten note “ Schomstein-Krematorium . BW 11" of December 7, 1942. RGVA, 502-1-318, 

„ 7 PP- 4f. 

' The alleged gassing cannot have taken place before May 25, 1942, because that was the comple- 
tion date of the two entrance gates ( Einfahrttore ) to the crematorium yard, one of which is men- 
tioned by Pery Broad in his account. 

228 D. Czech, op. cit. (note 86), pp. 213-226. 

229 “ Staatspolizei Wien, Haftbefehl Nr. 1619. Wien, am 3. August 1945.’' GARF, 7021-108-34, p. 12. 

230 Interrogation of Hermann Langbein, Vienna, August 8, 1945. GARF, 7021-108-34, p. 22. 
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“Of course Grabner was present at the mass gassings of transports that 
came to Auschwitz. In the course of these transports, some 5,000,000 [sic!] 
people were gassed. ” 

On September 1, 1945, Grabner was interrogated. Regarding the beginning 
of the alleged gassings at Auschwitz, he declared: 231 

“Starting in early 1942, detainees at Auschwitz were murdered by 
means of gas; to be precise, it started in block 11. I have myself seen these 
gassings, the SS was walking around with gas masks, the detainees, 20-40 
men [at a time], were herded into the cells. Then the cells were sealed and 
filled with gas. ” 

In a declaration dated September 26, 1945, Grabner furnished more de- 
tails: 232 

“Furthermore, 2,000 Russians - probably partisans — who had been 
held in block 11 completely isolated from the rest of the camp, were gassed 
in two groups of 1,000 each. ” 

In his declaration of September 17, 1947, he asserted that this had been the 
first experimental gassing. 33 As we have seen, though, the “first gassing” in 
the basement of block 1 1 has no historical foundation. Moreover, if we follow 
the official historians, only one gassing, not two, was carried out in block 1 1 . 

Grabner’s account is fairly unbelievable: he claims that 2,000 Russians 
were held in the prison cells of the Bunker in block 1 1 . However, the total sur- 
face area of the 28 cells in that basement is roughly 238 square meters, 234 
which means that the Russians would have been kept in cells holding 
(2,000^-238=) 8 persons per square meter! Then 1,000 Russians would have 
been moved out (where?), and the 1 ,000 remaining would have been gassed in 
their cells, after making them gas-tight - but then how could the gas have been 
introduced into the cells? 

Grabner goes on to talk about the crematorium of Auschwitz: 235 

“ Later the gassings were carried out in the old crematorium, across 
from the SS sickbay. Aside from detainees selected for this purpose, people 
were brought in by the police, the Gestapo, or the Wehrmacht. Holes were 
drilled into the concrete ceiling of the bunker , [236] through which the gas 
(Ziklon) [sic] was fed in. The bunker had a capacity of 700—800 people. 
Next to the bunker was the crematorium, in which the dead would be 
burned immediately. Several times a week there were such gassings. There 
were detainees working in the old crematorium who had been selected for 
this detail and who had to help with the gassing. After a while, this detail 
would itself be gassed and be replaced by new detainees. ” 

231 Minutes of the declarations of Maximilian Grabner, Vienna, September 1, 1945. GARF, 702 1 - 
108-34, p. 26. 

232 Minutes of the declarations of Maximilian Grabner, Vienna, September 26, 1945. APMO, Proces 
zalogi, vol. 53, p. 65. 

233 APMO, Proces zalogi, vol. 53b, p. 358. 

234 C. Mattogno, op. cit. (note 2), p. 29. 

] 35 Minutes..., op. cit. (note 231), p. 26. 

236 This refers to the morgue of the crematorium. 
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In the declaration of September 12, 1945, Grabner adds: 237 

“I declare that in the period of 1941/1942 alone, 300,000 dead were 
buried at the same time (within a short period of time), because the capac- 
ity of the small crematorium was not adequate for the numbers of dead. 
Long trenches were dug, and those [trenches] filled up with corpses. In 
connection with the propaganda about Katyn, an order came from Berlin 
in 1942 to unearth the corpses and to burn them, so as to leave no traces. 
A kommando of several hundred detainees was assigned to this task; the 
unearthed corpses had started to rot and were partly decomposed. At the 
site and all around there was a filthy odor, which made me avoid this 
place. After this was done, the detainees were gassed. ” 

We would thus be dealing here with the alleged gassing of the “Sonder- 
ko mm ando” in crematorium I in December 1942, about which the alleged 
perpetrator, Maximilian Grabner, knew practically nothing! 

The story of the 300,000 buried corpses has no foundation in fact: not even 
Rudolf Hoss goes that far. He is satisfied with a more modest figure of 
107,000 corpses, 238 but this figure, too, is pure fantasy. 

The reference to Katyn is completely out of place, because the graves with 
the remains of the Polish soldiers murdered by the Soviets were discovered by 
the Germans on April 13, 1943, whereas at Auschwitz the unearthing and 
burning of the corpses is said to have started on September 21, 1 942. 237 It is 
curious - but only at first glance - that Pery Broad, too, should have adopted 
the same motive for the exhumation of the corpses in the mass graves: 240 

“In view of Katyn, one could not take the liberty of having such mass 
graves, in which the corpses apparently would not decompose and which 
would, moreover, reappear eventually. ” 

This agreement on an impossible point in two independent testimonies, 
since it could not stem from the witnesses, demonstrates that it must have 
come from the interrogators who were questioning them. In other words, here, 
as in all the concordances and convergences that Robert Jan van Pelt has 
found in truly independent testimonies, the information simply reflects all the 
commonplace facets of the propaganda “truth” about Auschwitz that were in 
circulation at the time. 

Let us consider our witness. Maximilian Grabner’ s description of the first 
homicidal gassings is generic and volatile and cannot be the fruit of any real 
and direct experience. One cannot even say that he was reluctant to “confess” 
- quite the opposite. Even more so than Pery Broad, he prostituted himself in 
the cause of his accusers, “confessing” the most absurd charges. 

In the declaration of November 12, 1945, mentioned above, he affirms that 
the victims at Auschwitz amounted to “at least 3 million,” for the period dur- 
ing which he was the head of the Political Department, i.e., up to the end of 

] 3 ] Minutes..., op. cit. (note 231), p. 25. 

238 Martin Broszat (ed.), op. cit. (note 193), p. 161. 

239 D. Czech, op. cit. (note 86), p. 305. 

240 Pery Broad, op. cit. (note 21 1), p. 27. 
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1943 alone! 241 But earlier, in the statement of September 1, 1945, he had gone 
so far as to say: 242 

“While I was in charge of the political department at Auschwitz, some 
3-6,000,000 people were murdered in this or a similar fashion. ” 

Grabner’s line of defense was decidedly childish: the whole responsibilty 
for the alleged mass extermination was that of the camp commander, Rudolf 
Hoss; he - Grabner - had not only not committed any crime, but he had tried 
in every way possible to help the detainees and to sabotage the activity of 
those “bandits” of Auschwitz. His effusive declaration of September 17,1 947, 
coming at a time when he was in the hands of the Poles, is a tedious account 
of his alleged good works at Auschwitz. 243 Among these there are some that 
are so outrageous that is worthwhile mentioning them here: 244 

“Of the four crematoria of Birkenau, I have intentionally damaged the 
two large ones that stood in the forest , [245] causing them to be shut down 
for a while. Secretly, I had poured used engine oil into the chimney. ” 

The crematoria IV and V each had two chimneys 16.87 m high. Each 
chimney was connected to half the installation, i.e., to 4 muffles. The chim- 
neys had no man-holes. They rose above the roof of the crematoria, and their 
mouths could be reached by means of a ladder consisting of 25 iron steps an- 
chored in the masonry. 246 We can see Grabner secretly climbing upon the roof 
of the crematorium by means of a ladder, with two buckets full of engine oil 
in his hands, then crawling and coughing his way up the iron steps to the top 
of the chimney with one of the buckets in one of his hands, pouring the oil 
into the smoking chimney, climbing down again to repeat the operation on the 
other chimney and then doing a repeat performance at the other crematorium! 
And all this to achive nothing, since oil poured into a chimney simply doesn’t 
do anything to it. 

But those were not the only (alleged) deeds of sabotage which Grabner un- 
dertook. He goes on to say: 244 

“Earlier, I had brought the small crematorium [247] to a standstill. At the 
point where it meets the stack, I likewise poured a bucket of oil into the air 
shaft with the result that the first time it cracked and the second time it 
blew up altogether, including the ovens. ” 

In reality, there was no air shaft in the crematorium. Until the end of 1943, 
the chimneys and flues of crematorium II, the chimney and the 8-muffle oven 
of crematorium IV, and, as we have already seen, the chimney of crematorium 


241 Minutes of the declarations of Maximilian Grabner, Vienna, September 12, 1945. GARF, 7021- 
108-34, p. 25. In this declaration the figure of 3 million victims appears no less than three times! 
( 42 Ibid., p. 26a. 

243 Minutes of the declarations of Maximilian Grabner, Krakow, September 17, 1947. APMO, Proces 
zalogi, vol. 53, pp. 293-332. 

2 ^ Ibid., p. 300. 

Crematoria IV and V, which were the small ones, however. 

246 The steps are clearly visible on the photograph of crematorium V published by J.-C. Pressac, op. 

^ cit. (note 37), p. 419. 

247 Crematorium I of Auschwitz. 
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I did suffer damage - well documented, by the way - but not because of any 
acts of sabotage, whether by Grabner or anyone else. 

No less ridiculous is Grabner’s assertion that, had he collaborated in the al- 
leged mass gassings, he would have been granted a special leave of 3-6 weeks 
in Italy at the expense of the Reich, plus an allowance of 300-600 Reichs- 
mark. 245 

When it comes to the history of the Auschwitz camp, Grabner’s credibility 
is characterized by the following sentence: 249 

“1940. The Auschwitz camp is set up as an extermination camp by an 

order from Berlin. ” 

We have here another example of the propaganda of the period, disguised 
as truth, together with the figure of 3, or 5, or 6 million victims. 

Maximilian Grabner thus not only accepted whole-heartedly the lies of his 
accusers on the subject of what had happened at Auschwitz, but in a sort of 
masochistic frenzy added some of his own that were even more blatant. In do- 
ing so, he perhaps hoped to avoid being extradicted to Poland. He had, after 
all, a wife, three small children, and an aging mother. Instead, he became one 
of the most prominent among the accused in the trial of the camp garrison and 
was sentenced to death on December 22, 1947. 


8. Hans Stark 

SS-Unterscharfuhrer Hans Stark served at Auschwitz from Christmas 
1940 to November 1942. In June 1941 he joined the Political Department. In 
the summer of 1942 he was made Oberscharftihrer. On April 23, 1959, he 
was interrogated by the Landeskriminalamt Baden-Wurttemberg during the 
preparation of the Frankfurt trial. On that occasion, he declared: 250 

“As early as the autumn of 1941 gassings were carried out in a room of 
the small crematorium, the room having been fitted for that purpose. It 
could take in some 200-250 people, was higher than a normal living room, 
had no windows, and only one door that had been made [gas] tight and had 
a lock like the door of an air-raid shelter. There were no pipes or anything, 
which could have led the detainees to believe they were in a shower-room. 
In the ceiling, a certain distance apart, there were two openings with a di- 
ameter of about 35 centimeters. This room had a flat roof, which caused 
daylight to enter through these openings. The granular Zyklon B was 
poured in through the openings. The Zyklon B was stored in the SS sickbay. 
Who it was that had hit on the idea of using this product for the gassing of 
people I do not know, but it was rumored among the camp SS personnel 
that in the fall of 1941 the product had been tried out for the first time for 

] 4S Minutes..., op. cit. (note 243), p. 321. 

249 Minutes..., op. cit. (note 232), p. 63. 

25u Minutes of interrogation of Hans Stark, Cologne, April 23, 1959. ZStL, ref. AR-Z 37/58 SB6, pp. 
947-949. 
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the gassing of detainees in a cell of block 11. I do not know who had or- 
dered and carried out this test, but it was said that Schutzhaftlagerfuhrer 
Fritzsch had been present. I do not know any details. 

As I have already said, the first gassing was carried out in the small 
crematorium in the fall of 1941. As with the shootings, I was requested by 
Grabner to come to the Krema in order to check the number. Initially, I did 
not know that there was to be a gassing. Near the Krema there were some 
200—250 Jewish men, women, and children, babies may have been among 
them, all ages. Without being able to name any names, I can say that quite 
a number of SS personnel were present - the camp commander, Schutz- 
haftlagerfuhrer, several Blockfiihrer, Grabner, and other members of the 
Political Department. 

The Jews were not told anything, they were simply requested to enter 
the gassing room, the door of which stood open. During that time, the med- 
ics prepared the gassing. Earth had been banked up to ceiling level against 
one of the outside walls of the gassing room so that they could get on top of 
the room. Once all the Jews were in the room, it was bolted, and the med- 
ics poured the Zyklon B into the openings. I do not remember how many 
cans of Zyklon B were used, but it was more than one. I cannot give the 
names of the medics. [. . .] 

At a later gassing — still in the autumn of 1941 - I received an order 
from Grabner to pour Zyclon B into the opening, because only one medic 
had come, and it was necessary for a gassing to pour Zyclon B into both 
openings at the same time. This gassing, again, concerned a transport of 
200-250 Jews, and again there were men, women, and children, to be pre- 
cise. As I have already stated, this Zyclon B was granular, and thus it 
would run down over the people when it was being poured in. They then 
started to make a terrible noise, for they now knew what was happening to 
them. I did not look down through the opening because the openings had to 
be closed immediately once the Zyclon B had been introduced. A few min- 
utes later, it was quiet. After some time, perhaps 10-15 minutes, the gas- 
sing room was opened. The dead people lay every which way, it was a 
dreadful sight. The detainee Kommando of the Krema then took the gassed 
to the Krema. 

On account of my job as head of the registration department, I was thus 
present at each gassing or shooting. How many people were killed in my 
presence during that period, I cannot say. I cannot say either, how many 
gassings were carried out in my presence. It was the same number of per- 
sons each time. ” 

Hans Stark indicated that in the alleged gas chamber only Jews were 
gassed : 251 


251 


Ibid., p. 955. 
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“During the gassings, which, as already indicated, had started as early 
as the autumn of 1941 and at which I was present, only Jews were gassed; 
to be precise, they were always new arrivals. ” 

At the Auschwitz trial. Stark comes back to the alleged homicidal gas- 

252 

sings: 

“Stark: Grabner told me there would be a transport and I shoidd be 
ready. The transport had been announced for the evening, some time be- 
tween 20 and 21 hours, but it arrived only around 22 hours. Then it turned 
out that those were not people to be registered but people that hadbeen 
sentenced to death by a court-martial. The commander ordered them to be 
taken to the small crematorium to be gassed there. 

Presiding judge: How many were there? 

S: I do not know. There may have been 150 or 200 of them. After all, it 
was 4 truckloads. It was Jews and Poles. 

PJ: Women too? 

S: Yes sir, also. 

PJ: Children too? 

S: No children were coming to Auschwitz in 1941. The lists were com- 
pared and once they had been read out, we moved on to the small cremato- 
rium. 

PJ: What were the detainees told? 

S: Nothing, they were already informed. 

PJ: Informed about what? 

S: That they would be shot. Once all were inside, the man on top who 
was responsible for the gassing got ready. Usually, two people were 
needed. But he was alone. He called down that he needed another one. I 
was the only one who was still standing around in the group of Fuhrers 
present, the others were busy in the gassing room. So Grabner said: ‘Go 
and help! ’ I did not move right away. Then the Schutzhaftlagerfuhrer came 
up and said: ‘Get moving! ’ and the commander said: ‘If you do not climb 
up there, you will be put in with the others. ’ So I had to go up and help the 
man above pour. ” 

The alleged first homicidal gassing in crematorium I took place, according 
to Stark, in October 1941, 253 but that date is at variance with the one given by 
Czech (September 16, 1941). As far as the alleged gas chamber is concerned, 
Stark says only that it had “one door that had been made specially tight”, but 
the morgue had two doors. 254 He speaks of “two openings with a diameter of 
about 35 centimeters”- hence they were round - which squarely contradicts 
Broad’s data: 6 square openings 10 by 10 centimeters. The victims were “only 
Jews,” whereas according to Rudolf Hoss they were only Soviet prisoners of 
war. 


252 H. Langbein, op. cit. (note 95), pp. 438f. 

253 Ibid., p. 438. 

254 Cf. Chapter VI. 
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The gassing, in which Stark claimed to have directly participated, con- 
cerned “200-250 Jews” or, likewise, “150 or 200 [...] Jews and Poles”; the 
victims were gassed for being Jews and, at the same time, because they were 
“people that had been sentenced to death by a court-martial.” In this connec- 
tion, there obviously were no “children,” but then, on the other hand, the vic- 
tims were “men, women, and children.” 

The witness claims to have been present at each gassing in his capacity of 
“head of the registration department,” his specific task being to check the 
number of victims, yet he was unable to say anything about the total number 
of victims of the alleged gassings, or about the number of gassings earned out 
in his presence! 

Stark claims that the gassings had to be carried out by pouring Zyklon B 
through the two openings at the same time. Why at the same time? Was there 
any need for this? None at all. We have here, in fact, a simple literary expedi- 
ent resorted to by Stark in order to introduce the story of his participation in a 
homicidal gassing against his will, under threat of death from the commander 
himself. Such cheap shenanigans on the part of the accused enabled him to 
show a “cooperative” attitude, and were aimed at mollifying the judges. Stark 
had, in fact, been called as a witness by Erwin Bartel and by Filip Muller, and 
a full “confession” was for him the only way of getting through the trial with 
minimum punishment. His strategy, though, did not avail him much: he was 
sentenced to 10 years imprisonment. 255 


255 H. Langbein, op. cit. (note 95), op. cit., p. 885. Editor's note: On Stark’s testimony see also G. 
Rudolf, “Aus den Akten des Frankfurter Auschwitz-Prozesses, Teil 7,” Vierteljahreshefte fur freie 
Geschichtsforschung, 8(2) (2004), pp. 238-241, here 240f. 
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Chapter IV: 
The Historians 


1 . Danuta Czech 

In the second German edition of her Auschwitz Kalendarium, Danuta 
Czech has only two entries for the period between September 1941 and Feb- 
ruary 1942 relating to alleged homicidal gassings in crematorium I. They are 
considered highly significant because they pinpoint the first gassing (of Soviet 
POWs) and the beginning of the gassings of Jews. 

The first entry is for September 16, 1941. Danuta Czech writes: 256 

“900 Russian prisoners of war are killed with gas. The killing by gas 
takes place in the morgue of the crematorium , because the use of the cel- 
lars in block 11 would have been too cumbersome. ’’ 

In a note, the Polish writer explains: 2 ' 6 

“This probably occurred in September, for Hoss writes, in his notes 
[...]” 

Czech then quotes the passage concerning the alleged gassing of 900 So- 
viet POWs, said to have followed the gassing effected in the basement of 
block 1 1 , about which Hoss declares that he observed it as an “eyewitness,” 
but which, in the end, the Auschwitz Museum considers never to have taken 
place. Hoss gives no dates for those events, merely placing them in the au- 
tumn of 1 94 1 . From this vague indication, Danuta Czech - one does not quite 
know by which hermeneutical stroke of genius - comes up with the precise 
date of September 16, 1941, even though, as I have explained above, the first 
Soviet POWs arrived at Auschwitz only in early October. 

The second entry concerns the date of February 15, 1942: 257 

“The first transport of Jews arrives from Beuthen. They have been ar- 
rested by the Stapoleitstelle [Gestapo marshalling center] and are destined 
to be killed at Auschwitz concentration camp. They are unloaded at the 
platform of the camp railway spur. They have to leave their luggage on the 
platform. The camp duty squad receives the deportees from Stapo and 
leads them to the gas chamber located in the camp crematorium. There 
they are killed with Zyklon B. ” 

The sources given by Czech are Hoss and Broad. However, the first gas- 
sing of Jews mentioned by the ex-commander of Auschwitz took place, as he 
puts it, “probably still in September 1941, but possibly only in January 


256 D. Czech, op. cit. (note 86), p. 122. 

257 Ibid., pp. 174f. 
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1 942”; 258 what’s more, that gassing was not carried out in crematorium I, but 
in “Bunker” I: 258 

“At the platform, the Jews were received from the Stapo by a duty 
squad from the camp and then taken, in two sections, by the Schutzhaft- 
lagerfiihrer to the Bunker, as the extermination unit was called. [...] Near 
the Bunker, the Jews had to undress. They were told that for delousing they 
had to enter the rooms so labelled. All rooms, five altogether , [259] were 
filled at the same time, the gas-tight doors were screwed shut and the con- 
tents of the gas cans dumped into the rooms through special traps. ” 

As for Broad, we have already seen that he claims to have been present at a 
single gassing in crematorium I, but according to him this was in July 1942. 
Thus, from a gassing allegedly earned out in “Bunker 1” at some time be- 
tween September 1941 and January 1942, and from another gassing claimed 
to have taken place in crematorium 1, but in July of 1942, Czech deduces that 
this gassing occurred on February 15, 1942, in crematorium I! 

This is not really surprising. Such fraudulent methods are typical of Czech. 
1 have demonstrated elsewhere, by what underhanded practices she came up 
with a fantastic account of the “first gassing” in the basement of block 1 1 at 
Auschwitz, when she pieced together fragments of testimonies which are con- 
tradictory in all respects. 260 


2. J.-C. Pressac(1989) 

As I have already noted, Jean-Claude Pressac is the first scholar to have 
tried to bring the story of the gassings in the morgue of crematorium I back 
into the realm of historiography. In his first work on Auschwitz, he calls this 
crematorium “a powerful symbol,” because it served two functions: “First, its 
present role of being the only Auschwitz Krematorium where a gas chamber 
can be visited,” and, secondly, its historical role as a “test bed” for the gas- 
sings and cremations in crematoria II and III. He admits that the documents 
(known to him at the time) “do not make it possible to formally establish 
proof of homicidal gassing in its morgue,” and that one therefore has to take 
into account the testimonies of eyewitnesses. 261 He examines four witnesses: 
Alter Fajnzylberg, Filip Muller, Rudolf Hoss, and Pery Broad. 

As for the first witness, he analyzes the sworn declaration of September 29, 
1980, and an exceipt of the deposition of April 16, 1945. The other three wit- 
nesses are given only very little space by Pressac. 


‘ 8 Martin Broszat (ed.), op. cit. (note 193), pp. 159f. 

259 According to official historiography, “Bunker 1 ” had only two rooms. 

260 Cf. the section “Danuta Czech’s Historiographic Method,” in: C. Mattogno, op. cit. (note 2), pp. 
86 - 88 . 

J.-C. Pressac, op. cit. (note 37), p. 123. 


261 
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From Filip Muller’s statements he discusses only the detail of the cremato- 
rium chimney - round according to the witness, square according to the Ger- 
man documents available then. 2 “ And that is all. 

Pressac devotes eight lines to Rudolf Floss. He finds that “two details are 
unlikely” in his account: 263 

“The squeezing of 900 persons in 78,2 nf and the ‘rapid’ drilling of 
several holes in the ceiling to pour the Zyclon-B. Drilling through 10 to 15 
cm of concrete was not a job that could be done on the spur of the mo- 
ment. ’’ 

The French historian explains these improbabilities by saying that “he 
[Hoss] was present without seeing.” 263 

In the eleven lines that he dedicates to Pery Broad, Pressac states that “the 
fonn and tone of his declaration sound false” and that “its present literary 
fonn is visibly coloured by a rather too flagrant Polish patriotism” and finally 
that “the original manuscript of his declaration is not known,” but this declara- 
tion still has to be accepted, because either Broad has adopted “the language 
of the victor,” as Pierre Vidal-Naquet put it, or his declaration has been 
“slightly” retouched by the Poles, as Pressac feels. 263 And that is all here as 
well. Pressac’s general comment is as follows: 263 

“Whatever criticisms one might level at the accounts of these four wit- 
nesses, all affirm one identical fact: homicidal gassing took place in the 
morgue of Krematorium 1. Even if their accounts diverge on the number of 
holes through which Zyclon-B was poured or on the number of extractors 
fans, details in fact unlikely to be noted and remembered unless one actu- 
ally designed or installed them, the utilisation of the morgue for criminal 
purposes is established. ’’ 

This conclusion is incredible: Pressac disregards the mandatory critical 
analysis of the testimonies for the evaluation of their acceptability, he jettisons 
the obvious contradictions the testimonies contain, and limits himself to not- 
ing a generic agreement on an assumed fact, which actually demonstrates 
nothing. Such an agreement can also come about on the basis of completely 
unfounded rumors, such as the “steam chambers” of Treblinka, the “electrocu- 
tion devices” of Belzec, or the “chlorine chambers” of Sobibor. 264 In this par- 
ticular case, as shown above, the concordance is a purely literary one. The 
witnesses having simply re-elaborated a literary story made up of pure propa- 
ganda in their accounts. 

Pressac’s conclusions are also at odds with the new historiographical 
method he prides himself on introducing with his book Auschwitz: Technique 
and Operation of the Gas Chambers : a method ( ideally) based on documents, 


262 Ibid., pp. 126f. 

263 Ibid., p. 128. 

264 C. Mattogno, J. Graf, Treblinka. Extermination Camp or Transit Camp? Theses & Dissertations 
Press, Chicago 2004, pp. 47-62. C. Mattogno, Belzec in Propaganda, Testimonies, Archeological 
Research, and History, Theses & Dissertations Press, Chicago 2004, pp. 9-22. 
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which was to demonstrate “the complete bankruptcy” of the previous histori- 
ography on the Holocaust, as he defines it: 265 

“A history based for the most part on testimonies, assembled according 
to the mood of the moment, truncated to fit an arbitrary truth and sprinkled 
with a few German documents of uneven value and without any connection 
between them. ” 

This definition fits perfectly well Pressac’s own historical treatment of the 
alleged homicidal gassings in crematorium I (but it also applies to the so- 
called “Bu nk ers” of Birkenau). 

In his second book on Auschwitz, Pressac has tried to remedy this serious 
gap by presenting more ambitious arguments, seemingly based on documents. 
1 shall deal with the latter in Chapter V. 


3. Franciszek Piper 

In his paper mentioned above, between the two pages of introduction on 
the general history of the crematorium, the four pages which contain drawings 
and photographs, the two pages of quotations from Rudolf Hoss’ and Pery 
Broad’s accounts, Piper leaves precious little space for the essential question 
of the homicidal gassings in the morgue of crematorium I. He reiterates Da- 
nuta Czech’s assertions on the period of activity of the alleged gas chamber 
(September 1941 through early December 1942) and Filip Muller’s statements 
on the number of victims (several tens of thousands). Yet, Piper supplies us 
with noteworthy new details. The first one is: 266 

“In view of the high temperature inside the building, the camp admini- 
stration placed an order with the Boos firm for the installation of mechani- 
cal extraction fans. These were installed in late February 1941, operating 
in the oven room, the morgue, and other rooms. ” 

In a note, the Polish historian refers to Pressac’s book Les crematoires 
d’Auschwitz. La machinerie du meurtre en masse, and adds: 267 

“Former prisoner Michal Kula was employed in the installations of the 
fans, APMO, Hoss Trial, vol. 25, pp. 17-18. 

Piper continues: 266 

“ After the ‘experimental’ killing by gas of several hundred Russian 
POWs and ill prisoners, the room previously used as morgue was rebuilt 
as a gas chamber. The doors leading to the lavatoiy and the oven room 
were insulated, and several openings were made in the ceiling slab. Zyklon 
B was dropped in through these openings. ” 

In a note, he says: 268 


" ' J.-C. Pressac, op. cit. (note 37), p. 264. 

266 W. Dtugoborski, F. Piper (eds.), op. cit. (note 39, Engl.), vol. Ill, p. 128. 

267 Ibid., note 400. 

268 Ibid., note 402. 
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“The openings were made by the prisoner Czeslaw Sulkowski. APMO, 
Collection of Testimonies, vol. 74, p. 74. The openings were closed again 
when Crematorium I was converted into an air-raid shelter. Four openings 
were reconstructed after the war on the basis of visible traces; according 
to Broad and Muller, there were six openings. Testimony of former pris- 
oner Adam Zlobnicki, APMO, Collection of Testimonies, vol. 96, p. 60. 

‘ Reminiscences of Pery Broad, ’ p. 130; Filip Muller, Eyewitness Ausch- 
witz. Three Years in the Gas Chamber (New York, 1979), p. 38. Feinsilber 
speaks of “two vents, ” APMO, Hoss Trial, vol. 1, p. 14. ” 

The alleged work by Boos is nothing but the installation of the first system 
of enhanced (but not mechanical) 269 ventilation, done towards the end of Feb- 
ruary 1941. In Chapter V, I will examine Pressac’s interpretation, from which 
F. Piper obtains his information. 

Piper’s reference to M. Kula’s deposition is clearly misleading. Let us 
look, first of all, at what the witness had to say: 270 

“In 1942, Hoss became interested in the metal workshop, and particu- 
larly in the tools of the crime. Of course, he turned to us in the metal work- 
shop. Ordered to do so by him, we fashioned various things, he supervised 
us personally. All the crematoria were partly constructed by the metal 
workshop. Only the equipment came from the outside, but the anchoring 
bars of the ovens, the grids, anything made of steel was done by the metal 
workshop. This ventilator was worked on by Maliszewski Stefan, Szablew- 
ski Stanislaw, Stecisko Mieczyslaw, and by me. We worked until midnight. 
Before midnight, Hoss came to see us, accompanied by Grabner. They had 
us work in great haste, because the job was not yet done. It was the ventila- 
tor for the aeration of the gas chamber; an opening had been made there, 
into which the ventilator was set to draw out the gas. Before midnight, es- 
corted by SS, we raced to the crematorium with the ventilator, screwed it in 
and were taken back to the camp by the SS. Along the road to the camp, we 
met some 300 persons who ran towards the crematorium, ” 

A little earlier, Piper himself asserts of the alleged gassings in the homi- 
cidal gas chamber of the crematorium: 271 

“Former prisoner Michal Kula witnessed 300 POWs being herded into 
the crematorium. ” 

This quotation brings us to September 1941, the month during which gas- 
sings of Soviet POWs are claimed to have started in the morgue of cremato- 
rium I, but the temporary ventilation device was installed seven months ear- 
lier, at the end of February! 

Furthermore, this ventilation system, as I have already explained, did not 
require a ventilator, because it worked thanks to the pressure difference gener- 
ated by the draft of the crematorium chimney. Besides, Grabner’ s requisition 
of June 7, 1941, for the morgue of the crematorium concerned two fans, one 

269 Because it did not use ventilators; it worked by means of the chimney draft. 

270 Declaration by M. Kula of March 15, 1947. Hoss trial, AGK, NTN, 107 (vol. 25), pp. 48 If. 

271 W. Dlugoborski, F. Piper (eds.), op. cit. (note 39, Engl.), vol. Ill, p. 129, note 405. 
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for the air intake, one for the exhaust, not just one, but even this requisition, 
for the simple reason of chronology, could have had nothing to do with the al- 
leged homicidal gassings. 

It follows that the ventilator mentioned by Kula could be used neither for 
the first nor for the second ventilation system, because Kula’s account does 
not fit the facts. Hence Piper’s interpretation is erroneous on two counts, tech- 
nically and chronologically. 

As for the ex-detainee Czeslaw Sulkowski, Piper refers to an account the 
latter gave on September 28, 1971, and in which he declared: 272 

“Earlier, we had built an oven for the crematorium. I personally did the 
openings in the ceiling of the morgue where the first Soviet POWs were 
gassed. I saw those Russians while they were being taken there. They stood 
in the street, near the Blockfuhrerstube between the present hotel and the 
crematorium, hundreds of them, all naked, and waited to be gassed. I saw 
the SS dumping the gas through the openings into the morgue. ” 

Sulkowski worked in the camp as a bricklayer and was, therefore, a mem- 
ber of the bricklayer section of the Construction Office. The normal procedure 
was for the Construction Office to transmit to the appropriate section of the 
work shops a numbered order using a special form. - 7 which described the 
work to be done and gave the exact dimensions and, where needed, a sketch. 
In turn, the work shop section filled out an “labor card,” which mentioned the 
object of the corresponding order with the dates for the beginning and the end 
of the work. On the back would be listed the consumption of materials. 

If the detainee Sulkowski had actually opened up holes in the ceiling of the 
morgue, he would have had to follow the precise instructions of the corre- 
sponding order and of the “labor card,” i.e., in this particular case, the number, 
dimensions, and positions of the openings. But there is no trace of such docu- 
ments. Not only that, but he himself, who should have been able to clarify this 
controversial point of official historiography, gave only a very terse account 
of the alleged work and was not even able to say how many openings he had 
personally installed. 

Thus, his testimony has no value whatsoever. 


4. Robert Jan van Pelt 

In his work on Auschwitz, over 500 pages long, Robert Jan van Pelt has 
made no historical analysis of the alleged homicidal gassings in crematorium 


272 APMO, Oswiadczenia, vol. 74, pp. 6f. 

273 C. Mattogno, The Central Construction Office of the Waffen-SS and Police Auschwitz. Organiza- 
tion. Responsibilities, Activities , Theses & Dissertations Press, Chicago 2005, p. 49f. and docu- 
ments 41-42 on p. 123f. 
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I. He limits himself to quoting - without any critical observation - the corre- 
sponding account by Pery Broad, presenting it as follows: 274 

“The Broad report, which was of independent origin, corroborated im- 
portant elements of the picture that had begun to emerge in Sehn ’s investi- 
gation and added important new descriptions. Perhaps most important was 
Broad’s recollection of the first gassings in Crematorium 1, which was lo- 
cated adjacent to his own office in the barrack that housed the camp ’s Po- 
litical Department. ’’ 

As I have established in chapter III, Broad’s “report” is completely inac- 
ceptable. Van Pelt even claims that it describes “the first gassings in Cremato- 
rium 1 forgetting that Broad had stated that he witnessed only one homicidal 
gassing, which had taken place in July 1942, whereas the “first” gassings are 
said to have started in September 1941! 

When he writes that the crematorium “was located adjacent to his own of- 
fice housed in the camp's Political Department,” van Pelt makes a mistake, 
because the barrack of the Political Department near the crematorium, desig- 
nated “BW 86, interrogation barrack of Political Department (near cremato- 
rium)” was built between January 9 and 20, 1943, 275 and was handed over to 
the camp command on February 8, 1943, 276 at a time when the alleged gas- 
sings had officially ended. As we have seen above, the offices of the Political 
Department, according to Broad, were at that time located on the ground floor 
of the SS sickbay. 

Van Pelt had dealt briefly with the alleged gassing in crematorium I in a 
previous book, written in collaboration with Deborah Dwork. After having 
discussed the difficulties the SS had run into with the first alleged gassing in 
block 11, van Pelt 277 gives a fictionalized account of the alleged first gassing 
in crematorium I: 278 

“Fritzsch remembered that the morgue of the crematorium in the 
Stammlager had a flat roof; it would be a simple matter to make one or 
more openings in it. He also knew that, a month or so earlier, the morgue 
had been equipped with a new and powerful ventilation system. As we have 
seen, the Political Department had begun to use the morgue as an execu- 
tion site for those convicted by the Gestapo Summary Court. From the be- 
ginning, the executioners had complained about the nauseating smell, be- 
cause it also served as a morgue for the bodies of inmates who had died. 
Maximilian Grabner, the chief of the Political Department, had prevailed 


274 R.J. van Pelt, The Case for Auschwitz. Evidence from the Irving Trial. Indiana University Press, 
Bloomington/Indianapolis 2002, p. 225. 

215 Tdtigkeitsbericht des SS-Ustuf. Kirschnek for the period January 1 to March 31, 1943. RGVA, 
502-1-26, p. 60. 

276 Documentation concerning “transfer negotiation” (Ubergabeverhandlung). RGVA502-2-150, pp. 
7-9. Cf. my study on The Central Construction Office, op. cit. (note 273), document 13, p. 76. 

277 The section of the book devoted to the history of KL Auschwitz was evidently written only by van 
Peit. 

278 D. Dwork, R. J. van Pelt, Auschwitz 1270 to the Present, W.W. Norton & Company, New Y ork- 
London 1996, p. 293. 
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on Schlachter to install a more sophisticated ventilation system that not 
only extracted the foul air but also brought in fresh air from the outside. 
Fritzsch realized that such a ventilation system could deal with poisonous 
gas. 

Fritzsch 's men punched three square portholes through the morgue 
roof and covered them with tightly fitting wooden lids. The number of 900 
Soviets inaugurated the new gas chamber on September 16. ‘The entire 
transport fit exactly in the room, ’ Floss recalled. ‘The doors were closed 
and the gas poured in through the openings in the roof. How long the 
process lasted, I don’t know, but for quite some time sounds could be 
heard. As the gas was thrown in some of them yelled: ‘Gas ’ and a tremen- 
dous screaming and shoving started toward both doors, but the doors were 
able to withstand all the force. ’ 

A few hours later the fans were turned on and doors opened. ” 

Van Pelt claims that the morgue of crematorium I had been transformed 
into a homicidal gas chamber immediately after the alleged first gassing in 
block 1 1 . He insinuates that SS -Hauptsturmfuhrer Karl Fritzsch had had open- 
ings for the introduction of Zyklon B inserted in the flat roof of that room, but 
this is mere conjecture without any documentary foundation, similar to the 
claim that the Political Department used the morgue for executions. 

Van Pelt further affirms that “a month or so earlier, the morgue had been 
equipped with a new and powerful ventilation system,” with reference to 
Grabner’s letter of June 7, 1941. Actually, as we have seen in chapter II, noth- 
ing proves that Grabner’s request had been fulfilled immediately. On the con- 
trary, the documents say that the first work on the ventilation of crematorium I 
after that date was carried out between the end of September and the middle of 
October 1941, hence after the alleged first gassing in crematorium I. 

The date of the “first gassing” adopted by van Pelt (September 16, 1941) is 
taken from Czech’s Kalendarium, but I have shown in Chapter IV. 1. that both 
the date and the alleged event have no documentary basis and are simply the 
fruit of a confabulation by the Polish authoress. 

The claim that “Fritzsch realized that such a ventilation system could deal 
with poisonous gas” is another arbitrary assertion without documentary basis, 
as is the assertion that follows: 

“Fritzsch ’s men punched three square portholes through the morgue 
roof and covered them with tightly fitting wooden lids. ” 

Here, van Pelt’s dilettantish superficiality exceeds all bounds: no document 
establishes a link between Fritzsch and the alleged openings for the Zyklon B. 
To be precise, no document speaks of their installation. Van Pelt takes his ref- 
erence to the “three square portholes” from an essay by Pressac, 279 who, how- 
ever, adduces as proof a photograph 280 from 1 945 ! On the other hand, as for 


‘ J.-C. Pressac, R.J. van Pelt op. cit. (note 46), p. 209. 

2X0 Ibid., note 64 on p. 243. I shall deal with this question in detail in chapter VI. 
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the “wooden lids,” van Pelt simply relied on the Polish “reconstruction” of 
1946-1947! 

Hoss’ testimony, as is clear from the critical analysis I have presented in 
chapter III. 5., is absolutely unacceptable, hence completely devoid of histori- 
cal value. It is also at variance with van Pelt’s own thesis, because the Ausch- 
witz commander affirm s that the openings for the Zyklon B were being cut 
“through the layer of earth and the concrete that constituted the roof of the 
morgue” while the transport of 900 Soviet POWs was being unloaded, some- 
thing which Pressac rightly considers highly “unlikely.” Therefore, van Pelt 
had to rely on the corresponding passage in Hoss’ declarations. 

Van Pelt’s final sentence, “a few hours later the fans were turned on and 
doors opened,” is a real masterpiece of mystification, tending to underpin sur- 
reptitiously the presence of a “powerful ventilation system” in the morgue that 
permitted a homicidal gassing without the inconveniences of block 1 1 . Why 
should it ever have been necessary to wait “a few hours” before opening the 
doors? There is no reason. Van Pelt says so only because Hoss wrote: “it was 
only several hours later that [the room] was opened and aired out.” By chang- 
ing the meaning of this sentence, van Pelt wants to establish, underhandedly, 
an equivalence between Hoss’ “ entliiftet ” (aired out), which, as we have seen, 
clearly refers to a natural ventilation, and “the fans,” thus creating a deceptive 
“convergence of proof.” 
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Chapter V : 

The Alleged Homicidal Gassings in 
Crematorium I According to Jean-Claude 
Pressac (1993) 


1 . The Projects for the Ventilation Equipment of 
Crematorium I 

In this section, we will examine how Jean-Claude Pressac interpreted the 
documents relating to the equipment for the ventilation of crematorium I. He 
wrote : 281 

“As Topf had not yet submitted a modified proposal for the ventilation 
of the crematorium, Schlachter turned to the Friedrich Boos Co. at 
Bickendorf near Cologne to have a temporary ventilation device installed 
for the transitional period until the final equipment could be installed by 
Topf. Boos, at the time, was building a central heating system in the bar- 
racks of the SS guards. The company was the only civilian firm then oper- 
ating within the camp with both the necessary know-how and the material 
needed for the installation. This unit was installed between February 23 
and March 1. No technical data are known, but SS-Rottenfuhrer Pery 
Broad of the Political Department did leave us a description of what it 
looked like on the outside: ‘(...) the fat angled metal tube (...) that stuck 
out from the roof (of the crematorium) and was monotonously humming. 
(...), that this was the exhaust fan which was supposed to render the air in 
the morgue breathable, at least to some extent. 

A few pages further on, Pressac returned to the argument : 282 

“When both ovens were in operation — and that was now the case 
nearly every day - the heat became so great that now hot air would come 
into the morgue from the furnace hall when the ventilation was switched on 
- the very opposite of what was desired. In order to prevent this from hap- 
pening, the ventilation flaps of the morgue had to be shut, with the result 
that there was no longer any ventilation. With the summer heat it now be- 
came almost impossible to spend any time there, for the air was filled with 
dangerous vapors, and flies as well as other sources of disease were 
drawn. Grabner reported this ‘scandal’ to the Construction Office, asking 
‘in the general interest’ for ventilations to be installed in the morgue, with 
one fan for aeration and a second one, in suction, for ventilation. The ex- 


J.-C. Pressac, op. cit. (note 38), p. 18. Cf. J.-C. Pressac, R.J. van Pelt op. cit. (note 46), p. 193. 
J.-C. Pressac, op. cit. (note 38), p. 23. Cf. J.-C. Pressac, R.J. van Pelt op. cit. (note 46), p. 197. 
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haus t air was to be fed into the chimney of the ovens (a solution that had 
already been considered). 

This sinister episode has a great significance. It proves that Grabner, 
by making use of his rank and by the fear which his section caused among 
the subordinates in the Construction Office, became involved in the affairs 
of crematorium I. It documents that in the morgue - because it was venti- 
lated mechanically - killings by means of poisonous gas could take place. 
This becomes apparent for the first time here, because it was being 
planned not only to ventilate but also to aerate a morgue. ” 

Finally, Pressac states: 283 

“ the crematorium disposed of a mechanical ventilation which - as long 
as it was used exclusively for the ventilation of the morgue - was suffi- 
ciently powerful. ” 

The source for the installation of the ventilation given by Pressac is the 
weekly report of head of construction Schlachter, mentioned in chapter II. 

It is wrong to assume - as I have already explained - that this ventilation 
was mechanical. That it was put in by the Boos Co. is, on the other hand, a 
mere assumption by Pressac, unsupported by any evidence. 

The quotation from Pery Broad, which Pressac introduces to explain how 
the ventilation operated, is distorted and truncated: according to the witness, 
the suction ventilator (exhauster) was not for the furnace hall and the morgue, 
but only for the morgue, because the exhaust fan was supposed “to render the 
air in the morgue breathable, at least to some extent,’’ 284 something rather ob- 
vious, inasmuch as in the furnace room the fresh air feed was made possible 
by a window 285 with bars. As we can see, Pressac - while admitting that the 
technical details of this device are “not known” - claims to know them better 
than Pery Broad, to the point of being able to “correct” him. 

Furthermore, Pressac truncates the quotation, leaving out the conclusion of 
Pery Broad’s description: that on the roof of the morgue “there were - in addi- 
tion to the exhaust fan - six air-holes" with lids.”" 

The reason for that omission is clear: it is too blatantly at variance with 
Pressac’s assertion that in January 1942 “three rectangular openings were cut 
into the ceiling of the morgue and equipped in such a way that the Zyklon B 
could be introduced ’ (my italics). 283 

I will return to this question in chapter VI. Here, let it only be said that to 
open up “aeration holes” in a room having an exhaust fan does not make much 
sense. 

Moreover, Pressac commits a serious methodic error: He claims to explain, 
with an account referring to a point in time after May 1942, a situation exist- 


J.-C. Pressac, op. cit. (note 38), p. 34. Cf. J.-C. Pressac, R.J. van Pelt op. cit. (note 46), p. 209. 

2X4 Pery Broad, op. cit. (note 21 1), p. 19. 

285 Ibid., p. 20. 

286 In the French translation used by Pressac this term is rendered as “ orifices d’aerage ” (aeration ori- 
fices). Auschwitz vu par les SS, Edition du Musee d’Etat a Oswi^cim, 1974, p. 166. 

287 Pery Broad, op. cit. (note 21 1), p. 20. 
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ing at the end of February 1941. As we have seen above, Pery Broad was 
transferred to Auschwitz on April 8, 1942, and assigned to the Political De- 
partment on June 18. On the other hand, the structure of the crematorium 
Broad describes cannot be dated earlier than it stood in June 1942, because it 
is known that the yard of the crematorium was walled and equipped with an 
entry gate and an exit gate no earlier than the end of May. Hence, the descrip- 
tion given by this witness is later by at least 15 months. 

The drawing referred to by Pressac - drawing no. 1434 of July 3, 1942 - 
confirms Pery Broad’s account merely with respect to the “angled metal tube” 
visible on the roof of the crematorium, but the function Pressac ascribes to it 
in the legend of the drawing squarely contradicts Pery Broad’s statement, be- 
cause it is said to be “the angled air exhaust (furnace and corpse room) in- 
stalled by the Friedrich Boos Co. of Koln-Bickendorf ,2fvS (my italics). As if by 
magic, an aerator suddenly becomes a ventilation device. 

Pressac understood little or nothing about the malfunctioning of the venti- 
lation mentioned by Grabner in his letter to the SS Neubauleitung of June 7, 
1941, which we have already examined in chapter II: the warm air did not en- 
ter the morgue “from the furnace room,” as Pressac affirms, but from the flue 
of the ovens, which is very clear, because this ventilation was connected to the 
“discharge channel,” i.e., precisely to the flue, and it is likewise obvious that 
the exhaust air from the morgue reached the chimney along with the smoke 
from the ovens. Thus, in this respect, too, Pressac misunderstood Grabner’ s 
request: Grabner did not request that “the air taken in should then be conveyed 
to the chimney of the ovens,” because this was already being done and was the 
very cause of the inconvenience. He wanted the waste air to be taken to the 
chimney by a special channel and not by means of the flue. Aside from this, 
Grabner wanted two fans - one for aeration, one for ventilation - simply be- 
cause, hitherto, there had been none at all. Otherwise he would have requested 
only one ventilator for the fresh air feed. 

The ventilation system set up in the morgue at the end of February 1941 
was thus artificial, but not mechanical (unless it was desired to operate by 
other means than by the chimney draft). It worked in an artificial way on the 
basis of the draft of the chimney (the low pressure in the flue sucked in the air 
from the morgue, which was directly connected to it), but for the flue to be 
linked to the morgue one certainly did not need a company like Boos: ordinaiy 
bricklayers supervised by the Topf specialist who had just finished the instal- 
lation of the second oven could have done the job. 

Pressac says that this inconvenience has “a great significance,” and he in- 
sists that it revealed an explicit homicidal willingness, as “becomes apparent 
here for the first time, as it was being planned not only to ventilate but also to 
aerate a morgue.” This only shows, however, that he knows next to nothing 
about ventilation technology. In actual fact, if any ventilation is to function at 
all, an aeration is indispensable: otherwise there would be no air exchange. 


2SS J.-C. Pressac, op. cit. (note 38), explanations of document 8 outside of the text. 
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Thus, the first proposal for a ventilation of the morgues submitted by Topf and 
specifying 20 exchanges of air per hour insisted that “a source of fresh air has 
to be provided for in the morgues by means of windows or other openings.” 289 

It is thus clear that the only novelty in Grabner’s request was that he 
wanted a mechanical ventilation. From what has been said it becomes evident 
that the ventilation installed in the morgue at the end of February 1941 could 
function only as long as the room also had an air intake. Where did this air 
come from? If we exclude the two doors and the walls, 290 there is only the 
ceiling, which should have had aeration openings in addition to any alleged 
openings for the introduction of Zyklon B. It is certainly true that thanks to 
such a ventilation “killings by means of poisonous gas could have take place,” 
but during the ventilation it was necessary to leave the aeration and/or Zyklon 
B feed apertures open, which is exactly the opposite of what is said in the tes- 
timony of witnesses on the alleged homicidal gassings. 

Finally, when he says that Grabner used his function and the terror it in- 
spired to meddle in the affairs of the crematorium, Pressac makes another se- 
rious mistake. 291 Actually, the Political Department of the camp also func- 
tioned as a morgue police unit, thereby supervising by law the cremation of 
the bodies of detainees who had died 292 and their registration in the death re- 
cords 293 (, Sterbebucher ) kept for this purpose. In keeping with the rules in 
force for civil morgue practices, the Political Department oversaw the treat- 
ment of the ashes of those cremated, which explains the frequent requests for 
urns from the SS -Neubauleitung. 294 


2. The “First Gassing” and the Wearing Out of the 
Second Oven. 

If we follow Pressac, the “first homicidal gassing” at Auschwitz took place 
between “December 5 [1941] and the end of the month.” 283 Referring to it, the 
author explained: 283 

“The victims, whose number is somewhere between 550 and 850, were 
cremated in the two double-muffle ovens of the crematorium over a period 


“ 9 Letter of Topf to SS-Neubauleitung dated December 9, 1940. RGVA, 502-1-312, p. 136. 

290 The two outside walls were covered by the earth embankment which surrounded the building; as 
for the two internal walls, one separated the morgue from the furnace hall, the other separated it 
from the room later labeled “ Waschraum ,” (corpse) washing-room. 

291 As we have seen above, van Pelt has taken over this imbecile idea, writing that Grabner “had pre- 
vailed on Schlachter.” 

292 Legislation in force specified that cremations had to be authorized by the local police, who also 
kept a register of all cremations. F. Schumacher, Die Feuerbestattung, J. M. Gebhardt's Verlag, 
Leipzig 1938, pp. 1 1 8f. ; Reiehsgesetzblatt, 1938, part I, pp. lOOOf. 

] 9j W. Dlugoborski, F. Piper (eds.), op. cit. (note 39, Engl.), vol. I, pp. 180-184. 

294 The first request of this kind known to me is “Anforderung Nr. 33” of February 5, 1941, for “100 
Stiick Umenkisten ” (100 pcs. urn boxes). The request is from: “Politische Abtei- 
hmg/Krematorium.” RGVA, 502-2-1, p. 46. 
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of one to two weeks of intensive work. This caused damage to the second 
oven. ” 

Pressac’s source is the “letter of SS-man Grabner of January 31, 1942.” 295 
The text quoted immediately above reads as if Grabner had written that the 
corpses of those allegedly gassed had been cremated in the ovens at a rate that 
had eventually damaged oven no. 2. Actually, Grabner says in this very brief 
letter: 296 

“As a Topf & Sohne engineer is presently in this camp for the installa- 
tion of an oven, maintenance is requested on oven no. 2 in the local crema- 
torium, which is in need of repair. ” 

Hence, there is nothing that references the damage on oven no. 2 to the al- 
leged cremation of the victims of the alleged gassing. Pressac’s conjecture is 
furthermore invalidated by the fact that his date for the “first gassing” is arbi- 
trary in every respect and is based on a critical observation of mine demon- 
strating that Czech’s official interpretation is false! 297 In this regard, Dwork 
and van Pelt explicitly declare that “Pressac’s dating of the first gassing in 
December 1941 is not substantiated by evidence” 298 - but this is true for any 
dating of the gassing. 

Examining the documents shows how artificial Pressac’s interpretation 
really is. In December 1941, preparations for the installation of the third oven 
were under way in the crematorium. The Topf & Sohne specialist Mahr 
worked in the crematorium from November 27 to December 4, pouring the 
foundation for the third oven and repairing one of the other two, 299 and that is 
why Pressac takes December 5 to be the beginning of the period, during which 
the gassing is claimed to have taken place. But a specialist from Topf- proba- 
bly Mahr himself - was also present in the crematorium between December 
18 and 26, 1941, 300 and the period, during which the cremation of the claimed 
gassing victims may have taken place, is thus reduced even further. 

Ironically, the reality of the alleged “first gassing” is based exclusively on 
testimony, but none of these accounts states explicitly and exclusively that it 
took place in December 1941, which is why Dwork and van Pelt reject Pres- 
sac’s thesis. 


3. The Alleged Homicidal Gassings in Crematorium I 

On the subject of the homicidal gassings in the Auschwitz crematorium, 
Pressac asserted: 283 


295 J.-C. Pressac, op. cit. (note 38), note 21 on p. 113. 

296 RGVA, 502-1-312, p. 77. 

297 C. Mattogno, op. cit. (note 1), p. 159; cf. op. cit. (note 2), p. 8. 

298 D. Dwork, R. J. van Pelt, op. cit. (note 278), note 46 on p. 412. 

299 RGVA, 502-1-312, p. 82; APMO, BW 1 1/1, pp. 4f. 

300 RGVA, 502-1-312, p. 82. 



82 


Carlo Mattogno, Auschwitz: Crematorium I 


“ Three rectangular openings were made in the ceiling of the morgue 
and equipped in such a way that the Zyklon B could be introduced. It was 
poured directly into the room, in which the two doors had previously been 
made gas-tight. The roar of the engine of a truck parked next to the crema- 
torium drowned out the screams of the agonizing victims. The SS was able 
to cany out gassings there between January 1942 and the resumption of 
work on the third oven in May, i.e., over a period of four months. Today it 
is assumed that only relatively few gassings with poison gas were done in 
this crematorium, but that their frequency has been exaggerated because 
they made a deep impression on the direct or indirect witnesses. ” 

Pressac, in fact, believeed that “the third double-muffle oven was assem- 
bled in May and handed over at the end of that month” 301 and justified his as- 
sertion as follows: 302 

“The dates are not indicated, but are certain because they are based on 
the following facts: 

1) Arrival date of the rail-car containing more steel parts for the third 
oven (contract No. 41 D 1980): April 30, 1942 (ZAM, 502-1-313) 

2) Posting date, May 8, 1942, of first reminder sent by Topf (ZAM, 502- 
1-327), out of a total of eight, to activate payment for the third oven (the 
down payment had been made on January 31, 1941) 

3) Normal installation time for a double-muffle oven: 15 days, drying 
time not included (1 month altogether) 

4) Report by SS-man Pollock of May 30, 1942, on damage to the chim- 
ney of crematorium I that had occurred due to overheating (ZAM, 502-1- 
312 and 313) ” 

The dates indicated by Pressac are so “certain” that on April 10, 1942, de- 
tainee No. 20,033, the Polish engineer Stefan Swiszczowski, who worked in 
the Central Construction Office as a draftsman, 303 elaborated an “Inventory 
map of building Nr. 47a, BW 1 1 crematorium,” in which the third oven is al- 
ready present. 304 This oven was actually built in March 1942, and work had 
ended by the 31st of that month, as evidenced by the building schedule plan 
for March 1942, which lists 100% completion of the addition to the cremato- 
rium as of March 31. 305 This date is confirmed also by the report on the state 
of construction dated April 1, 1942. 306 

Pressac ’s error is serious, but his explanation is even more so, because it 
shows a rather superficial reading of the documents, to say the least. 


J.-C. Pressac, op. cit. (note 38), p. 38. Cf. J.-C. Pressac, R.J. van Pelt op. cit. (note 46), p. 210. 
(Here, however, the translation is wrong: "Only the iron fittings for the third double-muffle fur- 
nace were of immediate use”). 

3112 J.-C. Pressac, op. cit. (note 38), note 120 on p. 102. 

303 RGVA, 502-1-256, p. 171. 

304 “ Bestandsplan des Gebaudes Nr. 47a B.W.ll. i Crematorium .” Drawing No. 1241 of April 10, 
1942. 502-2-146, p. 21. Cf. document 4. 

305 Banfristenplan of April 15, 1942. RGVA, 502-1-22, p. 1 1. 

306 “ Baubericht iiber den Stand der Bauarbeiten” of April 15, 1942. RGVA, 502-1-24, p. 320. 
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Let us start with item 1). The parts of the third oven, including reinforcing 
steel, were shipped by Topf on October 21, 1941, as part of Central Construc- 
tion Office order no. 41/1980/1, and arrived at Auschwitz on October 27. 307 It 
is true that on April 16, 1942, some elements of anchor bolts for a double- 
muffle oven covered by order No. 41/1980/1 J(IS were loaded into a rail-car 
containing “parts for the triple-muffle ovens,” which was destined for the fu- 
ture crematorium II of Birkenau, as per Central Construction Office order No. 
41/2249/1. These anchor bolt, however, did not belong to the third oven at 
Auschwitz, as Pressac believes, but were for Mauthausen, and were shipped to 
that camp on September 22, 309 as is indisputable from a comparison of the list 
of these parts 310 with the Topf shipment list of April 16, 1942. Pressac himself 
mentions this shipping error 311 but does not understand its significance. 

As for item 2), the reminder sent by Topf on May 8 has no relation what- 
soever with the installation of the third oven. Not only did Pressac fail to 
wonder why Topf should have reshipped parts for anchoring the oven, which 
had already been shipped, he also failed to consider why this reshipment did 
not appear on any of Topf s invoices. Actually, Topf s partial invoice for the 
third oven, dated December 16, 1941, and approved by Bischoff on December 
22, amounted to 7,518.10 Reichsmark. 312 Based on this invoice, the Central 
Construction Office authorized a payment order of 3,650 RM on January 7, 
1942, in partial payment, which was paid on January 27. 313 Topf sent a second 
partial invoice, likewise backdated to December 16, 1941, which arrived at 
Auschwitz on May 22, 1942, 314 for a remainder of 3,868.10 (i.e. the difference 
between the cost estimate of 7,518.10 RM and the sum of 3,650 RM already 
paid by the SS administration). The final invoice, also backdated to December 
16, 1941, arrived at Auschwitz on July 10, 1942, and amounted to 3,786.10 
RM - 82 RM for a rotating disk 315 having been deducted from the previous 
partial invoice because the item had not been shipped. 316 The payment order 


307 Topf, Versandanzeige (shipping advice) of October 21, 1941, shipment in car no. 43225 Munich 
(G). RGVA, 502-1-312, pp. 104f. 

308 Topf, Versandanzeige of April 16, 1942. RGVA, 502-1-318, pp. 167-170. The car arrived at 
Auschwitz not on April 30, but on April 18. Pressac confuses the date at the end of the document 
- which refers to the verification of the goods in the car against the Versandanzeige and to the re- 
ceiving of these goods by the Department of Materials, as attested by the stamp “ Materialverwal - 
tung Richtigkeit hescheinigt" - with the arrival date of the car, which was certified by a stamp on 
the first page of Versandanzeige and was initialed by the Bauleiter. 

3(19 Letter from Central Construction Office to Mauthausen camp of September 30, 1942. RGVA, 
502-1-280, p.273. 

310 Aufstellung (list) of ZBL of September 26, 1942. BAK, NS4 Ma/54. 

/" J.-C. Pressac, op. cit. (note 38), p. 52. Cf. J.-C. Pressac, R.J. van Pelt op. cit. (note 46), p. 218. 

312 Topf, Rechmmg no. 2363 of December 16, 1941. 502-2-23, p. 263-262a. 

313 Abschlagszahhing (down payment) no. 1 for J.A Topf & Sohne in Erfurt of January 7, 1942. 502- 
2-23, pp. 262-262a. Pressac erroneously gives the date January 31 as mentioned in Topf s 
Schlussrechnung (final invoice), which however refers to the day the bank draft no. Z 80053 14 is- 
sued by the treasury department ( Amtskasse II) of HHB on January 27 was cashed (by Topf). 

314 Topf. Teil-Rechnung dated December 16, 1941. 502-1-327, pp. 114-1 14a. 

3 1 5 The rotating disk was a replacement for the rails on which the “coffin introduction carts’" ran in 
the furnace hall of crematorium I. 

316 Topf, Schlussrechnung dated December 16, 1941. 502-1-23, pp. 261-261a. 
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for the final payment of this amount was authorized by the Central Construc- 
tion Office on July 17, 1942, and payment went out on July 29. 317 

Item 3) contains accurate information, but Pressac uses it erroneously, be- 
cause the drying-out of the oven was not done in May 1942, but in March. Fi- 
nally, item 4) is in all respects irrelevant. SS -Oberscharfuhrer Josef Pollock’s 
report of May 30, 1942, 8 refers exclusively to the crematorium chimney and 
does not even mention the number of ovens it contained. 

This said, let us go on to the alleged homicidal gassings in the Auschwitz 
crematorium “between January 1942 and [...]”. Between January 14 and 21, 
the inmate metal workshop of the Central Construction Office carried out the 
repair of three “oven doors” and of two oven grills. 

On January 16, the same shop received an order for “redrilling of anchor 
holes for oven-anchoring” and to “fabricate a frame 50 x 50 according to in- 
structions by fitter.” The job was done between January 22 and 24. ^ On 
January 31, as we have already seen, a Topf specialist was certainly present at 
Auschwitz, who was undoubtedly the “fitter” mentioned above and who there- 
fore worked at the crematorium at least from January 16 onwards, 322 if not 
earlier. 

The repair of the second oven requested by Grabner was carried out on 
February 4, as is shown by a handwritten note on his previously mentioned 
letter. 323 On February 10, the inmate metal workshop worked on the repair of 
“2 doors for the fire place” and made “4 pcs. angle irons,” 324 which were part 
of the anchoring structure of the ovens. It is therefore highly likely that the 
Topf specialist remained on site at least until that date in order to do the re- 
pairs that were needed. 

As we have already said, the third oven was installed in March. Likewise, 
on May 14 and 15, there was work in the engine room, and the flue linking the 
ovens to the chimney was repaired. During the second half of May, external 
work was done on the crematorium: the yard in front of the crematorium was 
walled in and equipped with two wooden gates, and the old pavement was re- 
placed. Toward the end of the month, the metal brace of the chimney broke 
and there was a danger of collapse. It became necessary to demolish and re- 
build the chimney. 

3 1 7 ZBL, “ Schlussabrechnung iiber Lieferung und Errichtung eines Einascherimgsofens der Firma 
J.A. Topf & Sohne,” Erfurt, July 17, 1942. (Final account of supply and installation of a cremation 
furnace) 502-2-23, pp. 258-259a. 

318 RGVA, 502-1-312, p. 64 and 502-1-314, p. 12. 

319 The term may refer indiscriminately to the doors of the muffles ( Einfuhningstiiren ), or to the ash 
removal traps ( Ascheentnahmetiiren ) or to the doors of the hearths ( Feuertiiren ). 

j2 ° Hdftlingsschlosserei, Arbeitskarte of January 13, 1941, Auftrag Nr. 630. RGVA, 502-2-1, p. 71. 

321 Hdftlingsschlosserei, Arbeitskarte of January 1 6, 1 942, Auftrag. Nr. 65 1 . RGVA, 502-2- 1 , p. 60. 
j22 Pressac asserts that the “engineer” mentioned in Grabner’s letter was Kurt Priifer (J.-C. Pressac, 
op. cit. (note 38), p. 35), but the only source of this information is Grabner’s letter! (Ibid., note 
113 on p. 101). Pressac has deduced Priifer’s presence - not documented anywhere - from the ti- 
tle “Ingenieur” contained in that letter. Actually, Grabner has only conferred an unsuitable desig- 
nation to the Topf fitter who was working in the crematorium. 

323 RGVA, 502-1-312, p. 77. 

324 Hdftlingsschlosserei, Arbeitskarte of February 3, 1942, Auftrag Nr.747. RGVA, 502-2-1, p. 61. 
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Plainly, there remained precious little time for any homicidal gassings 
without them being witnessed by many outsiders! 

If we accept the reality of gassings, the behavior of the Auschwitz authori- 
ties with regard to the ventilation equipment becomes decidedly senseless. 
What is more, in Pressac’s attempt at an explanation, he makes matters even 
more unreasonable. 

On March 15, 1941, SS -Neubauleitung ordered the ventilation system pro- 
posed by Topf as per the company’s cost estimate dated February 24, i.e., two 
weeks after the installation of the temporary ventilation hook-up in the 
morgue. The latter, therefore, was only an unsatisfactory stop-gap measure for 
a normal morgue. The alleged homicidal gassings are said not to have actually 
started until six months later. Topf shipped the definitive equipment at the end 
of May 1941, but there is no documentary evidence that it was ever installed. 
The invoice of May 27, 1943, in fact, is only for 1,884 RM for the equipment 
itself, but does not include the 596 RM for installation. 

In September 1941, we are told, the alleged homicidal gassings started in 
crematorium I with another temporary makeshift ventilation. In July 1942, 
with the demolition of the old chimney, this ventilation stopped functioning, 
but it occurred to no one to install the Topf ventilation equipment in the cre- 
matorium, which was rusting away in a warehouse. This happened only on 
November 27, 1942, on the eve of the cessation of the alleged homicidal gas- 
sings in crematorium I, when Central Construction Office suddenly put venti- 
lation back on the agenda. Its installation was declared urgent on November 
30: 

“The fitter you offered can start immediately with the installation of the 
ventilation system in the old crematorium at Auschwitz concentration 
camp. ” 

Pressac had his own way of explaining this oddity in his reference to 
Bischoff s letter of November 30, 1942: 325 

“The sequence of jobs laid out for Priifer clearly shows the intent to 
kill, which the SS was harboring at the time: the gassings were to take 
place in ‘Leichenkeller 1 ’ of crematorium II as soon as it became avail- 
able. If, however, there should be a delay in the arrival or the equipment 
ordered, it was necessary to be able to fall back on the morgue of cremato- 
rium I, provided it possessed the definitive ventilation. This equipment had 
already been supplied and had a capacity of 8,300 m 3 of air per hour, with 
3,000 m 3 per hour for the morgue itself. The latter value was decisive, even 
though it entailed the disadvantage that the gassings had to be moved back 
to the main camp, where anyone could witness them. This was exactly the 
opposite of the original plan, that is to say, to move them to Birkenau, 
away from the main camp. ” 

But a few pages earlier, Pressac had written: 326 


5 J.-C. Pressac, op. cit. (note 38), 61. 

326 Ibid., p. 35. Cf. J.-C. Pressac, R.J. van Pelt op. cit. (note 46), p. 209. 
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“ Because for each gassing the area around the crematorium had to be 
sealed off with considerable disturbance for the every’day operation of the 
camp, and because [gassings] were completely impossible whenever civil- 
ian workers were active on the site, it was decided, at the end of April, to 
move the gassings to Birkenau. ” 

But if the alleged gassings had been transferred to the so-called Bunkers at 
the end of April 1942 for the express reason that the SS wanted to keep them 
away from the detainees and the civilian workers, and if they had been con- 
ducted there without a hitch for seven months, why should the SS need to 
bring them back to the main camp at the end of November of that year? 

Pressac’s hypothesis is absolutely unreasonable. In this context, it is also 
quite unclear why the SS should have continued homicidal gassings in crema- 
torium I up to the end of April 1942 if they had set up “Bunker 1” for this 
purpose, said to have gone into service on March 20. 

As for the ventilation equipment, which the SS - Pressac claims - wanted 
to set up in crematorium I for their homicidal gassings, Pressac makes a seri- 
ous mistake. If we disregard the fact that the capacity of the fan was 8,600 and 
not 8,300 m 3 of air per hour, his claim that 3,000 m 3 were for the morgue has 
no foundation. 

As we have already seen, the cost estimate of December 9, 1940, was 
based on 10 exchanges of air per hour for the dissecting room and 20 for the 
morgue. The system was to work with a single fan, no. 450, driven by a motor 
of 1.5 HP for 6000 m 3 of air per hour. The difference in the number of ex- 
changes between the two rooms was due to the diameter of the corresponding 
ducts, smaller for the dissecting room, larger for the morgue. 

The cost estimate of February 3, 1941, has the same specifications for dis- 
secting room and morgue, but includes a separate ventilation for the furnace 
room, consisting of a fan (no. 300), driven by a motor of 0.75 HP to deliver 
3,000 m 3 of air per hour. 

The cost estimate of February 24 was for a single ventilator for the dissect- 
ing room, morgue, and furnace room. The fan was more powerful - no. 550 - 
and driven by a correspondingly more powerful motor, 3 HP, for 8,600 m 3 of 
air per hour. Of the total volume, 3,000 m 3 per hour were assigned to the fur- 
nace room, and the remaining 5,600 to the dissecting room and morgue. The 
reduction of 400 m 3 per hour for the total throughput in the two earlier esti- 
mates (6,000 m 3 per hour) is easily explained: the third estimate took into ac- 
count a modification of the morgue, done some months before, in which an 
urn storage room ’ 27 had been walled off. The morgue lost that part of the room 
located behind the second oven of the crematorium, thereby diminishing the 
volume of air to be extracted. In practice, the partial capacity of the installa- 
tion set aside for the dissecting room and morgue remained unchanged - 10 
changes of air for the former, and 20 changes for the latter - or, in terms of air 


327 


The creation of the Urnenraum was announced to Topf by Bischoff in a letter dated January 21, 
1941. RGVA, 502-1-327, p. 185. 
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volume, some 4,500 m 3 per hour for the morgue and 1,100 m 3 per hour for the 
dissecting room. 
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Chapter VI: 

The Openings for the Introduction of Zyklon B: 
Material Evidence 


1 . The Modifications of Crematorium 1(1 944-1 947) 

Drawing no. 1241 of crematorium I, dated April 10, 1942, shows a morgue 
(17.60x4.60 m), a “washing room” (4.17x4.60 m) and a “laying-out room” 
(4.10x4.60 m). 28 

According to official historiography, the morgue was transformed into a 
homicidal gas chamber from September 1941 on by fitting it with two gas- 
tight doors and breaking an uncertain number of openings for the introduction 
of Zyklon B through its roof. The number of openings testified to was, in fact, 
one for Rudolf Hoss (session of March 12, 1947, of his trial), two for 
Stanislaw Ja nk owski and for Hans Stark, three for Jean-Claude Pressac, four 
for the Soviet commission of investigation, and six for Pery Broad and Filip 
Muller. Last but not least, the worker who allegedly made these openings - 
the detainee Czeslaw Sulkowski - who should have been the person best in- 
formed about their number, their dimensions, their shape, their structure, and 
their location - as we have seen in chapter IV. 3 - knew nothing about any of 
these. 

If we follow drawing No. 4287, dated September 21, 1944 (see doc. 5), the 
transformation of the crematorium into an air-raid shelter involved splitting up 
the morgue into four rooms by means of three partitions. In the first room, on 
the south side, which served as an air lock, a door to the outside was opened 
up and a small vestibule created (2x2 m). Furthermore, the vestibule, which 
lay behind the main entrance to the crematorium, was closed off by means of a 
partition, and the other walls were strengthened, resulting in another air lock 
(3.87x3.45 m). 

According to the letter from Josten already mentioned, “7 pcs. doors gas- 
tight and fragment-proof’ 329 had been foreseen, but Jothann’s cost estimate of 
November 2, 1944, mentions “6 pcs. simple interior doors.” 330 Actually, for 
reasons of economy, the camp administration had apparently only three “gas- 
tight and fragment-proof’ doors installed - those of the two air locks (still ex- 
isting) and the one leading into the furnace room, which until the end of 1993 
was leaning against one of the walls of that room. It had probably been re- 
moved by the Germans themselves when they changed the layout of the air- 


RGVA, 502-2-146, p. 21. Cf. document 4. 
RGVA, 502-1-401, p. 34. 

RGVA, 502-2-147, p. 12a. 
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raid shelter at some point in 1 944 by walling up the door leading into the for- 
mer oven room. The six partitions were merely equipped with ordinary doors, 
the two small cabinets of the toilets received two doors 70 x 200 cm, as is 
shown by plan no. 4287 and from Josten’s letter of August 26, 1944: “2 pcs. 
single doors 70 by 200 cm.” 331 

But then what happened to the two alleged gas-tight doors of the alleged 
homicidal gas-chamber? One of them - the one which separated the morgue 
from the furnace hall - is said to have been dismantled and temporarily re- 
placed by a standard gas-tight air-raid shelter door like the two outer doors. 
The other, which separated the washing room from the laying-out room, was 
simply removed and substituted by an ordinary door. 332 

Needless to say, at the liberation of the camp not the slightest trace of the 
two gas-tight doors of the alleged homicidal gas chamber were found, and not 
a trace of them exists in the documentation of the Central Construction Office. 

Between 1946 and 1947, in an effort to reconstitute the “original state” of 
the alleged homicidal gas chamber, the Poles demolished not only the three 
partitions mentioned above, but also the one that separated the morgue from 
the washing room. In the space thus obtained, they made four openings in the 
roof - the alleged openings for the introduction of Zyklon B - into which they 
inserted small wooden casings with lids (see documents 23-25). Today, there- 
fore, the alleged gas chamber of crematorium I is 21.32 m long, i.e., 4.32 m 
longer than the original room. The Poles also created an opening in the wall 
linking the morgue with the furnace room (which had been walled up by the 
SS at some point in 1944), but moved it half a meter out of its original posi- 
tion and gave it a rather crude shape. 


2. The Alleged Openings for the Introduction of 
Zyklon B 

2.1. Jean-Claude Pressac’s Interpretation 

In 1989, J.-C. Pressac published one photograph from a series taken by 
Stanislaw Luczko, 333 probably in May 1945 (see doc. 18). It shows the flat 
roof of crematorium I. 334 The French historian gave it the title “Dance on the 
roof of the old crematorium” and commented on it as follows: 334 

“View of the roof of Krematorium I, looking south-north, 1945 (May?). 
The chimney has not yet been rebuilt. The features of the roof are: 

- two ventilation chimneys for the furnace room (tw’o-tone with a dark 
cap) 


331 RGVA, 502-1-401, p. 34. 

332 The present door even has a glass window, see. Doc. 34. 

333 APMO, sygn. 5149. Cf. document 6. 

334 J.-C. Pressac, op. cit. (note 37), p. 149. 
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— two other brick chimneys, probably for ventilating the air raid shelter in 
view of their newly-built appearence 

— in addition, on a line parallel to — and to the left of - that on which the 
two brick chimneys are built, it is possible to see THREE places where 
the former traps for introducing Zyklon-B have been filled in, thus indi- 
cating that the morgue had been used as a gas chamber. 

Above the stage, dominated by a red star with the hammer and sickle, 
fly the flags of Poland (left) and the Soviet Union (right), with lamps 
mounted above them. 

This photograph proves that a dance was organized in 1945 on the roof 
of Krematorium I, and that people actually danced above the homicidal 
gas chamber. This episode appears almost unbelievable and sadly regret- 
table, and the motives for it are not known. This photo also proves that the 
present covering of roofing felt and the zinc surround of the roof are not 
original, ” 

Hence, Pressac undertakes to demonstrate the 1941 creation of three open- 
ings in the ceiling of the morgue on the basis of a photograph taken in 1945. 
Let us look into this question more closely. 

The ex-detainee Adam Zlobnicki made the following declaration in a 
statement given on November 18, 1 98 1 : 335 

“I remember perfectly well that the openings for the introduction of 
Zyklon B, which were located on the flat roof of this crematorium, were 
also remade , [336] The reconstruction was made easier by the fact that at the 
locations of the former insertion openings there remained clear traces af- 
ter the sealing of the former openings with cement. At these veiy points, the 
openings were re-established and the little chimneys [337] were raised. This 
work, too, was done in 1946-1947. ” 

The four shafts reconstructed by the Poles are arranged as shown in my 
drawing (see document 17). They are grouped in two parallel pairs along the 
internal (A-B) and the external (C-D) walls of the morgue. Shafts C and D are 
82 cm from the outer wall, shaft A is 90 cm and shaft B 85 cm from the inner 
wall. Shafts A-B are 6.30 m and shafts C and D 8.30 m apart from each other 
respectively. The four shafts thus form the vertices of an irregular parallelo- 
gram having a height of 2.40 meters. 

What is interesting here is that in the present state of the room shaft D 
stands 5.10 m from the wall with the entrance from the outside, shaft C stands 
7.10 m from the opposite wall, which separated the washing room from the 
laying-out room, shaft B stands 7.10 m from the wall of the little vestibule 
near the entrance and shaft A stands 5.10 m from the opposite wall. 

Such an arrangement makes sense only within the framework of the pre- 
sent state of the morgue. It is, in fact, clear that the position of the shafts was 

335 APMO, Oswiadczenia, t. 96, p. 59. 

j36 Earlier, the narrator had spoken of the reconstruction of the chimney of crematorium 1 that was 
carried out between late 1946 and early 1947. 

337 The small wooden casings set in the ceiling panels of the morgue. 
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based on their distance from the short, transverse walls of the present room by 
rationally subdividing the available distance of some 21.3 meters: thus shafts 
A and D were placed at 5.10 m, shafts B and C at 7.10 m from the nearest 
wall. The distance for shaft B was, curiously, not based on the rear wall, but 
on the partition of the little vestibule, and this caused shaft B to be moved 
back by 2 m with respect to shaft D. But at the time of the alleged original 
construction of the shafts of the morgue, the little vestibule did not exist, 
whereas there was at that time a partition between the washing room and the 
morgue. Thus, this arrangement of the shafts makes sense only for the present 
state of the crematorium and therefore cannot be original. 

If we consider the original layout of the morgue (see document 15), the ar- 
rangement of the shafts strikes us as most irrational, because while shaft D 
would still be 5.10 m from the rear wall, shaft B would now be 9.10 m from it, 
shaft A 0.7 m from the partition of the washing room and shaft C some 2.8 m 
from the last. The irrationality of this arrangement becomes all the more ap- 
parent if we realize that, as a result, the portion of the morgue near the wash- 
ing room (8.5x4.60=39.1 m 2 ) would have been equipped with three shafts (A, 
B, and C), whereas the other portion of equal area would have had only one - 
shaft D! 

Let us now look at the 1945 photograph published by Pressac. The three 
dark spots (designated 1, 2, and 3 in document 18) are aligned parallel to the 
two brick ventilation chimneys, the first one of which (the one closest to the 
camera) is located on top of the morgue. Furthermore, the first dark spot ap- 
pears to the right of the first chimney (S2 in docs. 16 and 17), whereas in the 
reconstruction by the Auschwitz Museum the alleged opening for the intro- 
duction of Zyklon B closest to this ventilation chimney (“B,” see docs. 15-17) 
is to its left. If these dark spots were the traces of the alleged Zyklon B intro- 
duction openings and if, as the witness Zlobnicki tells us, the present openings 
were where the traces of the original openings appeared, why was no opening 
made at the point where dark spot no. 1 can be seen? Inversely, the Auschwitz 
Museum had an opening made (point “C” in docs. 15-17) at a point where the 
photograph in question shows no dark spot. 

When the crematorium was transformed into an air-raid shelter for the SS 
sickbay, the work sheet indicated: 318 

“Creation of ducts and wall openings for the heating ovens and the ven- 
tilation intake and outlet. ” 
and, more specifically: 

“5 pcs. wall openings for devices. ” 

Today the walls surrounding the morgue show no traces of former open- 
ings. What is more, the outside wall was and still is covered by an earth em- 
bankment, as is the rear wall as well, with the exception of the narrow passage 
through this embankment leading to the entrance door. On the other hand, the 


338 


“ Kosteniiberschiag zum Ausbau des alten Krematoriums als Luftschutzbunker fur SS-Revier mit 
einem Operationsraum im K.L. Auschwitz O/S- BW 98 M . ” RGVA, 502-2-147, p. 126. 
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front wall is completely bare and has only one window on the side of the 
morgue. Finally, the wall between the morgue and the furnace hall shows no 
traces of openings either, and it would have made no sense, anyway, to pierce 
it for the installation of stovepipes or ventilators. 

Thus it is clear that the five openings mentioned above were created in the 
ceiling of the rooms that had been turned into an air-raid shelter. 

In the ceiling of the morgue, in its present state, there are two rectangular 
ventilation shafts, one in a corner of the former laying-out room (the later sur- 
gery room, marked as SI in docs. 16 and 17), the other in a comer of the sec- 
ond air-raid shelter room seen from the entrance (S2). Due to their location 
right at the wall, it is generally assumed that these shafts were added during 
the transformation of the building into an air-raid shelter. 

In addition to these two shafts, one can still distinguish the traces of four 
circular openings that have been crudely walled up. 3 ' 9 They originally had a 
diameter of about 35 cm. The corresponding traces are situated (as measured 
from their centers) at 1 m, 7.2 m, 8.5, and 18.30 m from the rear wall of the 
morgue (where the entrance is today), and at distances of 1.0 m and 1.4 m 
from the wall between the morgue and the furnace hall (see docs. 15-17, 19- 
22 ). 

Because the morgue was 17 m long, the fourth opening is located in the 
ceiling of the room, in which the corpses were washed until 1 943 (the washing 
room). That is the first proof that those openings had nothing to do with the al- 
leged Zyklon B introduction devices. The second proof is their shape - circu- 
lar instead of square. 

We therefore have six original openings in the ceiling of the rooms under 
investigation, four of which have been walled up at some point. The document 
mentioned above, however, refers only to five openings to be added. 

From other documents it can be deduced that there must have been a venti- 
lation opening in the ceiling of the morgue when it was actually used to store 
corpses. 340 It can be assumed that opening no. 1 was this ventilation opening, 
first of all because intelligent design suggests putting a ventilation opening at 
one end of a long room, and second because the area around opening 1 turned 
into a vestibule on the building’s transformation into an air-raid shelter, for 
which a ventilation opening was not required. 

2.2. The Interpretation by the Holocaust History Project 

Of late, three members of the Internet-based Holocaust History Project - 
Daniel Keren, Jamie McCarthy, and Harry W. Mazal - have considered the 
photograph published by Pressac with the aim to “correct some common mis- 

j39 The left-most room in docs. 15-17, which originally served as a laying-out chamber and in which 

today the Kori oil-fired oven from the crematorium at Trzebinia is preserved, is not open to tour- 
ists. I have therefore been unable to ascertain whether its ceiling shows traces of any further open- 
,, n Hgs. 

340 RGVA, 502-1-327, pp. 191f„ 502-1-312, p. 111. 
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conceptions about the Crematorium I gas chamber, specifically about the loca- 
tion of the Zyklon holes.” 341 

The authors affirm that there were originally five holes for the introduction 
of the Zyklon B in the roof of the crematorium, a figure which is at odds with 
all the testimonies. 342 On the photograph in question, they identify the traces 
of a fourth dark spot in the roofing felt on the roof of the crematorium (see 
document 18, spot no. 4.), 343 which had obviously escaped J.-C. Pressac’s at- 
tention. They then state that four of the alleged five holes for the introduction 
of Zyklon B, which the Poles had made in the post-war years, were sunk ex- 
actly where the aforementioned dark spots were located, and labelled them Z3 
[= 3 in my document 18], Z2 [= 2] and Z4 [ = 4]; dark spot Z1 [= 1] was not 
reopened, according to the authors, whereas dark spot Z5, which they place 
between Z3 and Z2, does, in fact, not appear on the photograph. 

The authors claim to have identified the traces of an alleged opening Z1 on 
the ceiling of the morgue, and provide a photograph’ 44 of it. What we are deal- 
ing with here are traces of the opening that I have designated #2 which, how- 
ever, was not square, as the authors claim, but round, and was actually not at 
the location of Z1 but 2 m from it toward shaft B (see docs. 15-17, 21). 

In any case, the authors themselves deny that the traces of openings #3 and 
#4 correspond to the dark spots in the photograph published by J.-C. Pressac, 
because the former have a round shape. 5 

“At two other locations holes were sealed, but these were circular ven- 
tilation openings. ” 

Dark spot Z1 was located practically on the perpendicular of dark spot Z4, 
as results from the extension of the respective sides (see doc. 18), and was 
thus on the prolongation of the axis A-B in front of the present opening D (see 
documents 15-17). In this area there is no trace of any walled-up opening in 
the ceiling of the morgue. 

Hence, no opening in the roof of the morgue - current or former - 
corresponds to dark spot Zl. But then, why should dark spots Z2, Z3, and Z4 
correspond to openings? As a matter of fact, spot Z2 is too far away from ven- 
tilation shaft S2 to be identical with today’s shaft “B,” and spot Z3 is too close 
to ventilation shaft SI- probably located over the washing room - to be iden- 
tical with today’s shaft “A.” Spot Z4, on the other hand, appears to be too far 
away from the wall to be identical with today’s shaft “D,” which is only 82 
cm away from the wall. 

The authors claim that, when the crematorium was converted into an air- 
raid shelter, the alleged Zyklon B introduction openings were sealed again, 346 

341 D. Keren, J. McCarthy, H.W. Mazal, "The Ruins of the Gas Chambers: A Forensic Investigation 
of Crematoriums at Auschwitz I and Auschwitz-Birkenau,” in: Holocaust and Genocide Studies, 
vol. 9, n. 1, spring 2004, pp. 97-99. 

j42 Thus, depending on the witnesses and the historians, the number of openings present at the same 
time was 1, 2, 3, 4, 5, and 6! 

343 Cf. document 18, depression no. 4. 

344 D. Keren et al, op. cit. (note 341), figure 31 on p. 92. 

345 D. Keren et al, op. cit. (note 341), p. 98. 
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but this assertion, which they owe to Franciszek Piper, 347 has no documentary 
basis and is disproved by the cost estimate of November 2, 1944, mentioned 
above, which not only does not speak of any kind of closing up of holes, but 
specifies the creation of five openings in walls, i.e. in the ceiling, as 1 have 
pointed out above. If there would have been holes already in the roof, the SS 
would have used those instead of weakening the roof even further by adding 
more holes. 

The authors furthermore speak of the chemical proof: 348 

“As at the other gassing installations in the camp, cyanide compounds 
can still be detected in the chamber’s walls, as forensic examinations by 
the Cracow Institute for Forensic Research demonstrate. ” 

They refer here to an article by Jan Markiewicz, Wojciech Gubala, and 
Jerzy Lab^dz. 349 Of the seven brickwork samples taken in the alleged gas 
chamber (numbers 16-22), three gave negative results (samples 18, 19, and 
21), the others showed a maximum content of 292 micrograms (0.292 milli- 
grams) of cyanides per kilogram of material. 350 

Leaving aside the strange decision by the Polish scientists to exclude Iron 
Blue (Prussian Blue) from the cyanide compounds to be detected by chemical 
analysis (which explains the extremely low values they found, as compared to 
the samples taken by Germar Rudolf and Fred Leuchter), another point on 
which the Polish chemists can be taken to task is that they did not indicate ex- 
actly where they took their samples. 

Fred Leuchter has done this. The plan of crematorium I in appendix III of 
his report 351 shows the locations in the present morgue, from which he took 
his 7 samples. One of them, sample no. 28, contained 1.3 milligrams (1300 
micrograms) per kilogram of substance, a value of the same order of magni- 
tude as the other samples, except for one of them. 352 As opposed, however, to 
those samples which were taken in the space which originally belonged to the 
morgue, sample no. 28 - as has already been pointed out by Enrique Aynat 353 
- was taken by Leuchter from the wall separating the washing room from the 
laying-out room, which was not part of the original morgue and thus not part 
of the alleged gas chamber. 


( 6 D. Keren et al, op. cit. (note 341), p. 97. 

j47 F. Piper, op. cit. (note 40), p. 177, note 16: “When crematorium I was converted into an air-raid 
shelter, the openings were bricked up.” 

j4S D. Keren et al, op. cit. (note 341), p. 97. 

j49 Jan Markiewicz, Wojciech Gubala, Jerzy Lab?dz, “A Study of the Cyanide Compounds Content 
in the Walls of the Gas Chambers in the former Auschwitz and Birkenau Concentration Camps,” 
Z Zagadnieh Nauk Sqdowych (Problems of Forensic Sciences), vol. XXX, 1994, pp. 17-27. 

j5 ° Ibid., table III on p. 23. 

35 1 Fred A. Leuchter, An Engineering Report on the Alleged Execution Gas Chambers at Auschwitz, 
Birkenau and Majdanek, Poland , Samisdat Publishers, Toronto 1988; more recent: F.A. Leuchter 
et al., op. cit. (note 191), pp. 58, 73f. 

352 In order, the values are as follows: 1.9 - 1.3 - 1.4 - 1.3 - 7.9 - 1.1 mg/kg. 

j53 E. Aynat, “Neither Trace nor Proof: The Seven Auschwitz 'Gassing' Sites According to Jean- 
Claudc Prcssac,” Journal of Historical Review 1 1(2) (1991), pp. 177-206, herep. 182. 
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Therefore, the presence of cyanides in sample no. 28 cannot be explained 
by homicidal gassings, only either by normal disinfestations or by a limit of 
the detection method. 354 But then why should it not be possible to explain the 
other traces of cyanide in the morgue as also due to normal disinfestations? 


3. Conclusion 

The four openings now on the roof of the morgue are not original, and the 
dark spots which appear on the photograph published by J.-C. Pressac were 
not traces of openings (as borne out by the fact that no trace of an opening on 
the ceiling corresponds to any of these dark spots). 

Furthermore, sealing any openings in the roof of the crematorium would 
hardly have left dark spots of such clarity. To level the surface of an opening 
that has been fdled with sand mortar and cement, a simple wooden board lar- 
ger than the hole itself is enough, but if one had wanted to create such clear 
dark spots, it would have been necessary to painstakingly scratch out the ce- 
ment on the surface of the hole filled with mortar. It would have amounted to 
a fonn of sabotage on the part of the bricklayer Kommando to leave such ob- 
vious traces of the alleged openings. No detainee would have risked that be- 
cause on the inside, on the ceiling of the morgue, obvious traces of the closure 
of the holes would have remained apparent anyway. 

The detainees of the roofing detail would have had to perform a similar 
kind of sabotage by shaping the roofing felt to fit exactly the profile of the al- 
leged quadrangular depressions in the cement. 

The explanation of the dark spots is much simpler: they were caused by 
compression of the roofing felt, which had become soft from sunlight, under 
the weight of a flat and heavy object, such as a cement vase or other decora- 
tion for the Soviet-Polish dance frolic - and that explains why the fold in the 
roofing felt is so marked along the edges, instead of being slightly concave. 

The photograph published by Pressac demonstrates that, in the spring of 
1945, the Soviets and the Poles believed so strongly in the story of the homi- 
cidal gas chamber in crematorium I that they thought nothing of organizing a 
ball and dancing on its roof! 


4. Summary 

1 ) There is no proof that the alleged openings for the introduction of Zyk- 
lon B ever existed in the morgue of crematorium I. 

2) There is no proof that the morgue was ever equipped with two gas-tight 
doors. 


354 


See. G. Rudolf, op. cit. (note 191), pp. 253, 258. 
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3) In contradiction to any kind of logical planning, these alleged doors are 
said to have later been removed by the SS, when the crematorium was con- 
verted to a gas-tight air-raid shelter, and replaced by one normal door and one 
standard gas-tight door. 

4) The traces of cyanides present in the walls of the morgue do not prove 
that the room was used as a homicidal gas chamber. 

5) The number of openings made by the Poles after the war (four) is at 
variance with all available testimonies. This also goes for the figure adopted 
by the members of the Holocaust History Project (five). 

6) The Polish “reconstruction” of both the location of the openings and the 
structure and dimensions of the Zyklon B introduction shafts has no basis in 
documents or in witness statements. In fact there are no documents, and no 
witness has furnished any information on these. 

7) There is no proof that the four dark spots visible on the roof of cremato- 
rium I in the photograph published by Pressac are traces of former openings 
that were later sealed; on the contrary, no trace on the ceiling of the morgue 
corresponds to any of these dark spots. 

8) The remaining traces of former openings in the ceiling are round and are 
no doubt connected to the transformation of the crematorium into an air-raid 
shelter. 

9) The openings created by the Poles make sense, geometrically speaking, 
only in the context of the present state of the morgue, but are totally asymmet- 
ric and irrational when seen in the context of its original state - further proof 
that they have nothing whatsoever to do with any alleged original openings. 
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Conclusion 


The story of homicidal gassings in the morgue of crematorium I attracted 
no particular interest from the various underground resistance groups at 
Auschwitz. They used it only once in their propaganda reports, and rather late 
at that. 

The testimonies on alleged gassings are short and mutually contradictory. 
The most detailed ones, and thus those that can be checked most easily, are 
notoriously and demonstratably false. In this category we find, primarily, the 
accounts by Filip Muller and Pery Broad. Notoriously and demonstratably 
false is also the claim about the only alleged homicidal gassing, for which we 
have verifiable data (date, number, nationality, origin, and serial numbers of 
the victims): the gassing of the so-called “Sonderkommando” of December 
1942. 

The “reconstructions” by the historians are purely conjectural and ficti- 
tious. Having no documentary basis, they rely entirely on “accounts collected 
at the spur of the moment, adjusted to produce arbitrary truths,” according to 
the well-known practice, which Pressac ascribes to all previous historiogra- 
phy, but which applies to him as well. 

An examination of the archives of Neubauleitung (later Bauleitung and fi- 
nally Zentralbauleitung, Central Construction Office) of Auschwitz allows us 
to retrace the history of the ventilation projects for the crematorium elaborated 
by Topf and to establish with sufficient precision how the various temporary 
systems installed there were set up and how they worked. Projects and their 
realizations were carried out in line with the needs of a normal morgue and 
not a “homicidal gas chamber” as hypothesized without the least documentary 
evidence. 

Finally, an analysis of the alleged Zyklon B introduction openings in the 
roof of the morgue demonstrates that the openings installed by the Poles in the 
immediate post-war period are necessarily in keeping with the architectural 
structure of that era, which was different from the structure the crematorium 
had in 1942. For this reason they have no relationship with the alleged original 
openings. In any case, there is no material or documentary trace of the latter. 

The alleged use of the morgue of crematorium I at Auschwitz as a gas 
chamber has therefore no historical foundation. It is not history but historical 
propaganda, laboriously reworked over the decades. 
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Appendix 


Documents 



Document 1: Topf plan D 57999, “SS-Neubauleitung, K.L. Auschwitz - Krematorium,” dated November 30, 1940. 
RGVA, 502-1-312, p. 135. 










Document 4: Bestandplan des Gebaudes Nr. 47a. B.W. 1 1. Krematorium. Plan Nr. 1241, dated April 10, 1942. RGVA, 502-2 ■ 
146, p. 21. 
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J. A. TOPF & SOHNE 

MASCHINENFABRIK UND FEUERUNGSTECHNISCHES BAUGESCHAFT 


UNSER ARBEfTSGEBiET: 

EntWurl und Ausfubrung 

'rollst'jndlger Kasseihdusar 
Varbestarungen u Umbautan 
b«l nldit wlrtsdiaWichar 
Dompferzeugu n g 

Abtellung Dl 

Wdrmewtrtsdiaftlidia Ui-tar- 
sudiungen und fa«dur<Jnnisd»a 
Berotung 
Wflrmebilanien 
Elgen-Herctellung und Lefe- 
rung lOmllidiar wOnnetecbn. 
Anlogan. Apparole und Vor- 
ridiJungen 

Tcpf-Spexlol-Fauerungen nlr 
alle Branrvjtolfe: Steinkohle. 
Braunltohle. ScWkcis. Tod. 
Scgespfire, Hob usw . 
Vollmechanijche Topf-Roste 
Holbmach. Topf-Feuerungen 
Topf-Wurftesdildter .Bollist* 
Topf-Spezial-Roslstabe 
Feuerungsarmoturen 
Olfeuerungen far sfiarikdt# 
indudriatla Belriebe 
Vorwarmer, lufterhfger, 
Dompfaberhitjar, Flugasche- 
Ausblase -Vorrtditu rrgen 
Zugversidrlcungsanlagon 
Elnmauarungen von Dcmpt- 
kesseln von industrlelFeo Feue- 
rungen bis zu den groBten 
Abmessurgen usw. 

Industrie- Schomsteinbau biszu 

den groBten Abroessungen 
Sdvniedeeiseme Sdvcrnstwne 
Industria-Ofenbou rurAbfolW- 
nkbtung, Mulverbrennung. 
KabeWv*ertung.Vercrodmng 
Feoarbestattungv&nrkH- 
tungen mit moderner ebk- 
trtsdief- ocer Gos-Bahe-zung 

Abteiiung D II 

Sdmttidia Trcnsoort-Anlagen 
MedionTjoe Beltab’ung und 
Entosdvjng 

Abtellung Dm 

Luhungitedinisd>a A*- coe*' 
bir Industneila Setrebe. Bode- 
aratoitan. Gastsiatten usw 
Abiougeaniagen fur Steub. 
aoOne usw. 
lu moontegm 
Vantilotoreobau 

Abteiiung E ZU 

^ne-motisdie Fotderan -ag . - 
u: Kobe. Avi«e.C*anu*e ien. 
jetreidn und dCtt liytferd*'- 
aricen 

Abteiiung C 

5ssn»onswul(!ionen unc 5e- 


V" «« a a.3S.JCOOC.. 


60 JAHRE 



ERFURT 

POSTFACH 5S2,' a 

FABRIC UNO VERWAITUNG 

DREYSESTRASSE 7 j 9 

DRAHTWORT 

TOPFWERKE ERFURT 

FERNRUF 

2K2S 35T 26 zs; 27 2512 b 


Kosten-Anschlag 


UNSERE ABTElLUNG: 

D III/Sahu. 


ANGEBOT Nr. 

40/1096 


HAUSAff ARAT Nr. 

110 


DATUM: 

9. 12.1940. 


An den 

ReichsfUhrer 33 
Chef der deutschen Belize i 
Kauptant Hauahalt und Bauten 
SS-iTeubauleitung Auschwitz" 

Auschwitz / 0.3 . 


Entliiftungs-Anlape fiir leiohenzellen 


und Sezierraun. 



Die Scezorcbr*. fur teLenjngstedm&*>e Arlagen "CPF 
ha Zehntousence vcn TOPF- Feuerungen gdiefert. 
Hervorrogende sechztgjahrice Soeziale.-faknjngen. 

Bgene Wsudrutation und feueruncstedvvsches Lcboratorium. 
Untersutfiung von 3rean2tanen. Asdie. Spe;sewaiFe», 
Bgane Lehr Keizer. 


Document 6: Cost estimate by Topf dated December 9, 1940, for “Entluftungs- 
Anlage fur Leiohenzellen und Sezierraum.” RGVA, 502-1-312, pp. 138-140. 
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J. A. TOPF & SOHNE 3 • Biatt des Koslenorudiicges vom S • 1 2 « 4C * / l/ t 1 

ERFURT f ' '•* 

M4‘ fur Ausch.vitz. 



Document 6 continued. 
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J. A. TOPF & SOHNE 

MASCHINENFABRIK UNO FEUERUNGSTECHNISCHES BAUGESCHSFT 


UNSER ARB8TSGEBIET 

und Ausfchtung 

voilstdndiger KessalMuser 
Verbeuerungen u U-nboutan 
b«4 nkfct wlrndioftllehar 
Dompferreugung 

Abteilung Dl 

Wdrmewirtidxjft'kfie Unter- 
lodiungen und fadimOnnisd*: 
Boratuna 
Wdrmebdanzen 
ElgetvHafsteUung und l>Je- 
rung iflmtlidief wdrmetedm. 
Anlogen, Apporote und Vof- 
r'drtungen 

Topf - Spezlol - Fauerungen tor 
alle Bfwnnjtcffe: SteinVoW*. 
BraunlraMe. Sdimdlmls. Tod. 
S6g«jpane. Hob unv 
Vollmedlaniicho Topf-Rotta 
Holbmech. Topf-Feuerungen 
Topf-Wudbasdikker .Bollist" 
To pf-SpazloURoststa be 
Fewungsatmcturen 
Otfeuerungen for sdmriicbe 
Industrie)?# Betrlebe 
Vorwdrroef, LufterbiPer, 
DompfuberhlQer, Flugascbe- 
Ausblase -Vorrlehtu ngen 
Zugverstdrltungsan logo n 
Elnmauarungen von Dompf- 
kesseln von mdustoeilen Feoe- 
rungen bis ru den groSten 
Abmeuungen usw. 
Industria-Schomstainbau iwiu 
den gtd&en Abmeuungen 
Sdvmoedeeuefre SdicrruJai-* 
Industrie- Ofenbou lurAi/ollvec- 

nwv&mg. M Oliver brennung. 
Kabeiverwertung.Vercradturg 
Feuerbestottungs-Einrkh- 
tungen nvit mode-net eiek- 
Wsdier- cdet Gcs-Bebeirung 

Abteilung DQ 

Sfinrtlidia Ttanspotl-Anlcg-n 
Medionltdie Beltoklurg und 
Ente^iung 

Abteilung Din 

Urbungstedi-udi* An.'ogen 
Sir Indultr elle Eotr »be. 3od«- 
anstohen. Gaststotten usw. 
Absougecnlosen hit Stoub. 
Spcne usw 
/ 

Vontiietotenbou 

Abteilung E IU 

? neumctjC'e Fifiierarvrige- 
r foW*. Aid:e.O'a*nt'<a ,l enT 
3etreice und all« !uhfn*dc-- 
tohigm SdsuttgCter "* 

Abteilung C 

Etsenkomt-.-lt'.icnen wnd Be- 
‘■c'tetbcu 


«o a. 3S. 2000 Ct. 


60JAHRE 



ERFURT 

POSTFACH 552 g 

FABRIC UND VERWALTUNO 

DREYSESTRASSE r, 9 

ORAHTWORT 

TOPFWFR C£ ERFURT 

f ERNRUF 

25125 26125 25127 2512a 


Kosten-Anschlag 


UNSERE ABtEILUNG: 

D III/Sohu. 

ANOEBOT N». 

41/117 

H AUSAPPARAT Pfc. 

110 

DATUM; 

3.2.1941. 


An den 

Reiehsflihrer SS 
Chef der deutschen Pollzei 
Hauptamt Baushalt und 3auten 
SS-Keubauleitung Auschwitz 

Auschwitz/ 0.5. 


B-rf, 1 Bntl’if tunPS-Ar.lage fiir Leichen- und 
Sezler-Haum , 

1 Entluftung3-Anlagg fiir Ofen-Raum. 

Schu/fa. 

G_U, 


D>e Speta'icfcek fu' i«'jeAincaediDt:-!*« A n fQpp 

hot Zeririousende -**1 TOPF-Feuenjngee gefiefea. 
HenAxrogende seduigjdhnce SpejiaierfahruDgen, 

EigeDe Vereudrsstation und feuerungflecir-iuriss laborotcfium, 
UntetMxJuing von BrenreTorren, Aar>e. Speisewossef- 
Egeee Lelxhsizer. 


Document 7: Cost estimate by Topf for “1 Entluftungs-Anlage fur Leichen- und Se- 
zier-Raum, 1 Entluftungs-Anlage fur Ofen-Raum,” dated February 3, 1942. RGVA, 
502-1-312, pp. 123-126. 
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J. A. TOPF & SOHNE 
ERFURT 

T5I 


2 • Blott des Kostencndilcges worn 3*2*1 94 1 • 
Auschwitz. 


Lfd. 

Nr. 


Anzahl 


Gegenstand der Veranschlagung 


Entltlftungs-Anlage fur Leichensellen -I 


und Sezler-Raum: 

GeblSse Nr* 450 zur Forderung von 
stiindlich 6000 cbm Abluft gegen eine 
Gesamtpressung von 25 mm WS bei eineij 
Umdrehungszahl des Schaufelrades von 
720/nin und einem Kraftbedarf, an 
der Welle gemessen, von 1,1 PS. 

Das Geblase besteht aus einem schmie-| 
deeisernen Gehause, einem Schauf el- 
rad, welches fliegend auf Hotorwel- ' 
lenstumpf aufgebaut wird, und einem 
Motorstander. 

Preis R2£ 

Drehstrom-Motor fUr 220/330 Volt, 

50 Perioden, mit Do pp el nut anker f Ur 
gerauscharmen Lauf, fur eine Lei- 
stung von etwa 1,5 PS bei n * 720/ 
min. mit freiem Wellenende. 

Preis B1& 

r* 

S terdr eieck-Schalt er , guBgekaps elt , 
ait Sicherungs-Elenent , j edoeh ohne 
Sicherungen. 

Preis 

Abluf t ro hr-Le i tune , fUhrend vom Se- 
zierraum bis zum Geblase in der Lei- 
chenzelle, 130 bis 450 am Durcfcmes- 
ser ansteigend, einschliefllich der 
Abzweige, Rohrkriimmer , Rohr-Befesti- 
gungs- und Rohr-Verbindungen. 

Preis RM 

Montage der Anlage, wofiir wir einen 
Monteur naoh dort entsenden. In 
den Kosten der Montage sind enthal- 
ten die Lohne, Verpflegungsgelder 
fiir den Monteur, sowie das leihweise 
Uberlassen der fiir die Monteure not- 
wendigen Werkzeuge wahrend der 
Dauer der Montage. 

Preis RMl 


Gesamtpreis Pos. A 1-5 


Ci9.il 100QO. LOSM CM38) 


175,— 


220 ,—, 


25,— 


867, — . 


440 }- 


1 I 1.7271-, 


Document 7 continued. 
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i. A. TOPF & SOHNE 
ERFURT 


Ud. 

Nr. 


w 


3 • B*ott des ICrstencnsdrteges vom 3 • 2 . 1941 . 


AUSChwltZ. 


Anzahl 


Gegenstand der VeranscKlagung 


Entluftungs-Anlage fir Ofen-Raums 

Geblase Nr. 300 zur Porderung von 
stundlich 3000 cbm Abluft gegen eine 
Gesamtpressung von 15 mm WS bei einer; 
Dmdr ehungszahl des Sohaufelrades von 
900/min und elnem Kraftbedarf, an 
der Welle gemessen, von 0,6 PS. 

Das Geblase besteht aus einem scbmie- 
deeisernen Gehause, elnem Schauf el- 
rad, welcites fliegend auf Motorwel- 
len-Stumpf aufgebaut wlrd, und elnem 
Motors tander. 

Preis RM 

Drehstrom-Motor fur 220/380 Volt, 

50 Perloden, mit Doppelnutanker fur 
gerhusc barmen lauf, fur eine lel- 
stung von oa. 0,75 PS bei n = 900/ 
min. 

Preis RM 

Sterndreieck-Schalter, guBgekapselt , 
mit Sioherungs-Eleraent , jedoch'ohne 
Sicherungen. 

Preis RM 

Abluftrohr-leitung, fiihrend von 
Mitte Ofenraum bis zum GeblSse, 225 
bis 300 mm Durchmesser ansteigend, 
einschlieSlich der Rohrkriimmer , 

Rohr- Befestigungen, Ansaugegitter 
und Rohr-Verbindungen. 

Preis RM 

Druckstutzen zur Verbindung der Aus- 

blase-Offnung des Geblases mit dem 
gemauerten Abluf t-Kanal . 

Preis RM 

schmiedeei3ernes Konsol, hergestellt 

aus kraftlgem Profileisen, fiir die 
erhbhte Aufstellung des Geblases. 
Preis RM 

Montage der Anlage, wofiir wir einen 
Monteur naoh dort entsenden. In den 


Ubertrag: 


RM 


68. 9. K. 10030. L OKU (382S) 


125 ,— 


123 ,— 


16, i- 


240, h- 




42,— 


588 ,— 
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J. A.TOPF & SOHNE 

MASCHINENFABRIK UND FEUERUNGSTECHNISCHES BAUGE5CH AFT 


UNSER ARBEITSGEBIET: 

Sntwurt und AusJuhrung 

voilstandiger KesseibSuter 
Verbesserungen u. Umbauten 
bei nkfit wirtsebaWicber 
Dampferzeugung 

Abteilung Dl 

Wormewirtvbaftlkbe Unter- 
sucbungnn und fadimannische 
Beratung 
WOrroebllanxen 
Bgen-Herstellung und L*efe- 

rung spmtlldier warmetedin. 

Anlogen, Apparate und Vor- 
rfchtungen 

Topf-Spezial-Feuerungen fur 
alia Brennstoffe: Stelnkohle. 
Bcaunkohle. Sdrwelkola. Torf, 
Sogespane. Holz usw, 
Vollmecbanlstbe Topf-Roste 
Halbmech. Topf-Feuerungen 
T->pf-Wurfbeschldcer „ Ball 1st* 
Topf-Spaial-Rodstdbe 
Feuerungsafmaturen 
Olfeuerungen (Or sOmtlidte 
Industrie. !e BeWebe 
Yarwarmer, Lufterhitjer, 
Dampffiberbltjer, Rugasche- 
A jsblase-Vorrlchtungen 
Zugverstdrkungsanlogen 
Einmauerungen von Dampf- 
kesseln von industrleilen Feue- 
rungen bis zu den groBten 
Abmessungen usw. 

Industrie-SchornsteJnbau biszu 
den grflBten Abmessungen 
Sdimiedeeiseme Schomsteine 
I nd ustrie-Cfenbou zurAbfollver- 
nichtung. MullverbrennunQ. 
Kabe(veiwertung.Vercrodcung 
Feuerbestottungs-ElnrlcK- 

tungsn mit moderner elek- 
tnsdier- oder Gas-Beheizung 

Abteilung DQ 

SomBid-e Tramport-Anlagen 
Medianisdse BekoMung und 
Entosdiung 

Abteilung Dm 

Luftungitedinisdie Anlogen 
fQr industrielle Betriebe, Bode- 
anstolten, Gaststatlen usw. 
Absaugeontogen fur Stoub. 
Soane usw. 

Klimaanfagen 

Ventitalorenbau 

Abteilung Em 

Pneumatiscbe Ffirderanlogen 
fOr Koh’e. Asdie.O>«mikolien. 
Getreide und aile luftforder- 
•Ohlger SdnuKguter 

Abteilung C 

Elsenkonstrulrtionen und Be- 
holterbau 

fo.rn.66a 8. 38.2000 Cr. 


60 J AH RE 



ERFURT 

POSTFACH SS3.' a 

FASUlr UNO VEI WALTUNC 

DREYSESTRASSE 7,' 0 

0KAHI WOR1 

TOPFWERRE ERFl BT 

FERNRU f 

25125 25126 25>77 25' 25 


Kosten-Anschlag 


UNSEM ABTE.LL 4G: 

B/Sohu. 

ANGEE OT N.. 

41/191 

H AU SnPPA F- ~ r 


DATUM: 


Be I o h a f uhr e r S3 

and Chef ler teutschen Belize!. 
Hauptazrt liaushalt und Bauten, 

SS-- 3ul auleit’juig X.L .Aasch.vi t ^-C swl 

■ a 5 C "V f t 7 * 


Bemfft: Bnt lu f tunfiSrAal&fie. 



Die Spezioifobrik fur feuerunastechnische Anlagen TOPf 
hat Zehntausende vofi TOPF-Feuemngen geliefert 
Hecvorrogende seiizigjohrige Spezialerfahrungen. 

Eigene Versuoisitation ind feuerungstechnisches laboratorlum. 
Untersuchung von Brennstoffen. Asche. Speisewasser. 
Eigene Lehrheizer. 


Document 8: Cost estimate by Topffor “Entluftungs-Anlage” (of crematorium I). 
RGVA, 502-1-327 , pp. 195-197. 
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J. A. TOPF 4 SOHNE 
ERFURT 

W 



• Blatt des Koster-onscfilages vom 


far . A U 3 C h W ± t Z 


Ud. 

Nr, 

Anzahl 

Gegenstond der Veranschlogung 




i 

Getlase Er. 55o 

zur Forderung von stiindlich BGoo cbm 
Abluft gegen eine Gesamtpressung 
von 3c mjn s5 bei einer Umd r e hung 3 za h 1 
des Schaufelrades von Too/ min. und 
einem Kraftbedarf an der Welle ge- 
messen von 2,6 PS. 





Das Geblase besteht aus einem schmie- 
deeisernen Gehause, einem Schauf el- 4 
rad, welches fliegend auf Eotorwellen 
stumpf aufgetaut wird, und einem 
Motorstander . RE 

l\) 

«-• 

0 

1 

1 

' 


i 

Drehst r om-jiO tor 

fur 22o/38o Volt, 5o Ez. in vcll- 
kommen geschlossener Ausfuhrung, 
mantelgekiihlt fur eine lei stung von 

3 PS bei n = 7oo/min, mit* freiem 
7/ellenende .und Doppelr.utar.ker . RE 

i 

| 



i 

Motorschutzschalter 

in gussgekapselter Ausfuhrung nit 
eingebaater thermischer t’berstrom- 
Au sic sung. RE 

! 

TC 



l 

5terndreieckscha.lt er } 





£’JSS£ekapselt , ohne Sic'ierung . 3H 

’ 1 ‘ 



i 

schmiedeeisernes Kunsol. her/'estellt 
aus kraftigeir. brof ileisen "Ur die 
erhBhte Auf s tel lung les Afcluft- 
getlases. BLI 

9^ . — r 



i 

Abluft-Rohrleit un? 

55o-16o mm Durchmesser, einsc! liess- 
lich der Rohrabzweige, ier perforier- 
ten Luf tansaugerohre , 2 Sitter rr.it 
Jalousieklappen-Verschluss fur den 
Sezierraum, einschliesslich Eit- 
lieferung der erf orderlichen Rohr- 
verbir.dungen und Rohraufhiingungen. RE 

119 ?—. 



1 

Druckstutzen 





zur Verb indung der AusblaseSf fnung 
des Geblase s mit dem vorhandener. ge- 
mauerten Schornstein. EE 

36.— 




RE 


1334.— 







68. 1. 40. «U0. Cr. 


Document 8 continued. 




Carlo Mattogno, Auschwitz: Crematorium I 


i. A. TOPF S, SOHNE 
ERFURT 


Slott das Koitenansddoges vom 


^iOflta.-te der . I -• - - 

wofiir wir elner. Eonteur nacii .Tort 
ent sender), ;edooh ausacfcliesslich 
der iiiif skr&fte . In den Kosten tier 
Montage sind enthalten die Lohne, 
Verpflegungs- und ?ahrgelder fur 
den Eonteur, die Kosten fur die 
leihweise Uterlassung des notwen- 
digen Tferkzeuges wahre/id der Dauer 
der Montage. Hit 


In ilbrigen versteht sicii der Prels 
unseres Kostenanschlages at '5/erk, 
aussotliesslioh Verpackung. Letztere 
terechner. -«ir zu Peltstkostec und 
nehnien diese nicht zuriick. 

^ioferzeit: ca. 6 Ilonate nach Auf- 
tragseirgsng and Elnr- 
stellung alier teehnir.cb 
Einzelheiten. 


i^ief.Bed.A. 6o.5.4o.looo I o£o4(4oSc 


Document 8 continued. 
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Document 9: Letter from SS-Untersturmfuhrer Maximilian Grabner to SS- 
Neubauleitung, dated June 7 , 1941. RGVA, 502-1-312 , p. 111. 
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stallation for morgue of crematorium I at Auschwitz. Horizontal sec- 
tion of Topf drawing D 57999, dated November 30, 1940. 
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Document 11: Schematic diagram of first, makeshift ventilation in- 
stallation for morgue of crematorium I at Auschwitz. Vertical sec- 
tion. © Carlo Mattogno 
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Document 12 continued. 
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Document 14: Letter from SS-Obersturmfuhrer Josten “an den SS-Standortaltesten 
atsortt. Luftschutzleiter,” dated August 26, 1944. RGVA, 502-1-401, p. 34. 
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Document 15: Drawing of the morgue of crematorium I with rooms to the left (origi- 
nal state). A,B,C,D: position of current openings in the roof. 1, 2, 3, 4: position of 
original circular openings, today closed. T: original door to the furnace room; T1: cur- 
rent opening to the furnace room; T2: Current access door from the outside; S: Cur- 
rent vestibule, included when converted into an air raid shelter. © carlo Mattogno 



Document 16: Drawing of the morgue with rooms to the left after conversion to air 
raid shelter. A,B,C,D: position of current openings in the roof. 1, 2, 3, 4: position of 
original circular openings, today closed. T: original door to the furnace room. T1: cur- 
rent door (both were closed during the use of this facility as an air raid shelter). SI, 
S2: position of air raid shelter’s ventilation shafts. © Carlo Mattogno 



Document 17: Drawing of the morgue with room to the left, current situation. 
A,B,C,D: position of current openings in the roof. 1, 2, 3, 4: position of original circular 
openings, today closed. T: original door to the furnace room. T1: current door. SI, 
S2: position Of ventilation Shafts. © Carlo Mattogno 
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Document 18: The roof of crematorium I, photo taken by Stanistaw Luczko (probably 
in May 1945). 334 1,2, 3, 4: dark spots on the roof felt. The added line links the left-hand 
sides Of spots no. 1 and 4. © Carlo Mattogno 



Document 19: Photo of opening no. 1 in the roof of the vestibule, part of the former 

morgue. © Carlo Mattogno 
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Document 21: Photo of opening no. 3 in the roof of the morgue. © Carlo Mattogno 
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Document 22: Photo of opening no. 4 in the roof of the. © Carlo Mattogno 



Document 23: Photo of the roof of the morgue. All four shafts constructed by the 
Poles after the war. © Carlo Mattogno 




Document 25: Photo of the ceiling of the morgue. One of the four shafts constructed 
by the Poles after the war. © carlo Mattogno 
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Document 27: Auschwitz, old crematorium , close-up. © Carlo Mattogno 1991 


Wv 




130 


Carlo Mattogno, Auschwitz: Crematorium I 







Carlo Mattogno, Auschwitz: Crematorium I 


131 




Document 31: Auschwitz, old crematorium, probably the gas-tight door temporarily 
separating the air-raid shelter from the former oven room, in 1991 stored in the oven 

room. © Carlo Mattogno 1991 


Document 30: Auschwitz, old crematorium, gas-tight 
door of the air-raid shelter (rear entry); at the right: 
wooden door Of the vestibule. © Fredrick Toben 1997 
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Document 34: Auschwitz, old crematorium, door with glas window separating to- 
day’s “gas chamber, ” but originally the former washing room, from the former laying- 


Document 35: Auschwitz, old crematorium, toilet drains of former air-raid shelter, 
now located in what is claimed to have been a “gas chamber.” ©Fredrick Toben 1997 
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Abbreviations 


AGK 


APMM 

APMO 

BAK 

GARF 

PRO 

RGVA 

ZStL 


Archiwum Glownej Komisji Badania Zbrodni Przeciwko Narodowi 
Polskiemu Instytutu Pamieci Narodowej ( Archive of the Central 
Commission of Inquiry into the Crimes against the Polish People - 
National Memorial), Warsaw 

Archiwum Panstwowego Muzeum na Majdanku (Archive of State 
Museum at Majdanek) 

Archiwum Panstwowego Muzeum Oswiqcim-Brzezinka (Archive of 
the State Museum at Auschwitz-Birkenau) 

Bundesarchiv Koblenz 

Gosudarstvenni Archiv Rossiskoi Federatsii (State Archive of the 
Russian Federation), Moscow 

Public Record Office, Kew, Richmond, Surrey, Great Britain 
Rossiiskii Gosudarstvennii Vojennii Archiv (Russian State War Ar- 
chive), Moscow 

Zentrale Stelle der Landesjustizverwaltungen, Ludwigsburg 
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Gennar Rudolf, Lectures on the Holocaust. Controversial Issues Cross Examined 

Since 1992, German scholar Germar Rudolf has been giving lectures to various audi- 
ences worldwide. His topic: the Holocaust in the light of new findings. Even though 
Rudolf presents nothing short of full-fledged Holocaust revisionism, his arguments 
fall on fertile soil, because they are presented in a very sensitive and scholarly way. 

This book is the literary version of Rudolf’s lectures, enriched with the most recent 
findings of historiography. 

The book’s style is unique: It is a dialogue between the lecturer and the reactions 
of the audience. Rudolf introduces the most important arguments and counter argu- 
ments of Holocaust revisionism. The audience reacts with supportive, skeptical, and 
also hostile questions. The Lectures read like an exciting real-life exchange between 
persons of various points of view. The usual moral, political, and pseudo-scientific 
arguments against revisionism are addressed and refuted. This book is a collection of Frequently Asked 
Questions on the Holocaust. With more than 1,300 references to sources, this easy-to-understand book 
is the best introduction into this taboo topic for both readers unfamiliar with the topic and for those 
wanting to know more. 

566 pp. pb., 6"x9", b/w ill., bibl., index: $30.- 

Arthur R. Butz, The Hoax of the Twentieth Century. The Case Against the 
Presumed Extermination of European Jewry 

With this book , A. R. Butz, Professor of Electrical Engineering and Computer Sci- 
ence, was the first (and so far the only) writer to treat the entire Holocaust complex 
from the Revisionist perspective, in a precise scientific manner. This book exhibits 
the overwhelming force of historical and logical arguments which Revisionism had 
accumulated by the middle of the 70s. It was the first book published in the US which 
won for Revisionism the academic dignity to which it is entitled. It continues to be a 
major revisionist reference work, frequently cited by prominent personalities. 

This new edition comes with several supplements adding new information gathered 
by the author over the last 25 years. Because of its prestige, no library can forbear 
offering The Hoax of the Twentieth Century, and no historian of modem times can ignore it. A ‘must 
read’ for every Revisionist and every newcomer to the issue who wants to thoroughly leam about revi- 
sionist arguments. 

506 pp. pb., 6"x9" pb, b/w ill., bibl., index: $25.- 

Germar Rudolf (ed.), Dissecting the Holocaust. The Growing Critique of ‘Truth’ 
and ‘Memory’ 

“There is at present no other single volume that so provides a serious reader with 
a broad understanding of the contemporary state of historical issues that influential 
people would rather not have examined. ” — Prof. Dr. A. R. Butz, Evanston, IL 

"Read this book and you will know where revisionism is today.... revisionism has 
done away with the exterminationist case. ” — Andrew Gray, The Barnes Review 

Dissecting the Holocaust applies state-of-the-art scientific technique and classic 
methods of detection to investigate the alleged murder of millions of Jews by Gemians 
during World War II. In 22 contributions of each ca. 30 pages, the 17 authors dissect 
generally accepted paradigms of the ‘Holocaust’ . It reads as exciting as a crime novel: 
so many lies, forgeries, and deceptions by politicians, historians and scientists. This 
is the intellectual adventure of the 21st century. Be part of it! 

2 nd , revised paperback edition! 616 pp. pb, 6"x9", b/w ill., bibl., index: $30.- 

Ingrid Weckert, Jewish Emigration from the Third Reich 

Current historical writings about the Third Reich paint a bleak picture regarding its 
treatment of Jews. Sometimes Jewish emigration is wrongly depicted as if the Jews 
had to sneak over the German borders, leaving all their possessions behind. The tmth 
is that the emigration was welcomed and supported by the German authorities, and 
frequently occurred under a constantly increasing pressure. Weckert’s booklet eluci- 
dates the emigration process in law and policy, thereby augmenting the traditionally 
received picture of Jewish emigration from Germany. 

72 pp. pb., 6"x9", Index: $8.- 
Send orders to: Castle Hill Publishers, PO Box 257768, Chicago, IL 60625; +1-877-789-0229; www.vho.org 







Don I Icddcshcimer, The First Holocaust. Jewish Fund Raising Campaigns With 
Holocaust Claims During And After World War One 
Six million Jews in Europe threatened with a holocaust: this allegation was spread 
by sources like The New York Times - but the year was 1919! Don Heddesheimer’s 
compact but substantive First Holocaust documents post-WWI propaganda that 
claimed East European Jewry was on the brink of annihilation (regularly invoking 
the talismanic six million figure); it details how that propaganda was used to agitate 
for minority rights for Jews in Poland, and for Bolshevism in Russia. It demonstrates 
how Jewish fundraising operations in America raised vast sums in the name of feeding 
Polish and Russian Jews, then funneled much of the money to Zionist and Communist 
“constructive undertakings.” 

The First Holocaust, is a valuable study of American Jewish institutional opera- 
tions at a fateful juncture in Jewish and European history, an incisive examination 
of a cunningly contrived campaign of atrocity and extermination propaganda, two decades before the 
alleged WWII Holocaust - and an indispensable addition to every revisionist’s library. 

144 pp. pb., 6"x9", b/w ill., bibl., index, $9.95 



C. Mattogno, J. Graf, Treblinka. Extermination Camp or Transit Camp? 


Holocaust historians alleged that at Treblinka in East Poland, between 700,000 
and 3,000,000 persons were murdered in 1942 and 1943. The weapons used were 
alleged to have been stationary and/or mobile gas chambers, poison gases of both 
fast acting and slow acting varieties, unslaked lime, superheated steam, electricity, 
diesel exhaust fumes, etc. Holocaust historians alleged that bodies were piled as high 
as multistoried buildings and burned without a trace, using little or no fuel. Graf and 
Mattogno have now analyzed the origins, logic and technical feasibility of the official 
version of Treblinka. On the basis of numerous documents they reveal Treblinka’s 
true identity: it was a transit camp. 

Even longtime Revisionism buffs will find a lot that is new in this book, while Graf’s 
animated style guarantees a pleasant reading experience. The original testimony of witnesses enlivens 
the reader, as does the skill with which the authors expose the absurdities of Holocaust historiography. 
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370 pp. pb., 6" *9", b/w ill., bibl., index, $25.- 


C. Mattogno, Belzec in Propaganda, Testimonies, Archeological Research, and History 

Witnesses report that at least 600,000, if not as many as three million Jews were 
murdered in the Belzec camp, located in eastern Poland, between 1941 and 1942. 

Various murder weapons are claimed to have been used: diesel gas chambers; unslaked 
lime in trains; high voltage; vacuum chambers. According to witnesses, the corpses 
were incinerated on huge pyres without leaving any traces. 

For those who know the stories about Treblinka, this all sounds too familiar. The 
author therefore restricted this study to the aspects, which are different and new 
compared to Treblinka, but otherwise refers the reader to his Treblinka book. The 
development of the official image portrait of Belzec is explained and subjected to a 
thorough critique. In contrast to Treblinka, forensic drillings and excavations were 
performed in the late 1 990s in Belzec, the results of which are explained and critically 
reviewed. These findings, together with the absurd claims by ‘witnesses,’ refute the 
thesis of an extermination camp. 

138 pp. pb., 6"x9", b/w ill., bibl., index: $15.- 

J. Graf, C. Mattogno, Concentration Camp Majdanek 

Little research had been directed toward the concentration camp Majdanek in central 
Poland, even though it is claimed that up to a million Jews were murdered there. The 
only information available is discredited Polish Communists propaganda. 

This glaring research gap has finally been filled. After exhaustive research of primary 
sources, Mattogno and Graf created a monumental study which expertly dissects and 
repudiates the myth of homicidal gas chambers at Majdanek. They also investigated 
the legendary mass executions of Jews in tank trenches (“ Operation Harvest Festival ”) 
critically and prove them groundless. 

The authors’ investigations lead to unambiguous conclusions about the camp which 
are radically different from the official theses. Again they have produced a standard and 
methodical investigative work which authentic historiography can not ignore. 

2 nd ed., 320 pp pb., 6"x9", b/w & color ill., bibl., index, $25.- 
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G. Rudolf, C. MattogllO, Auschwitz Lies. Legends, Lies, and Prejudices of Media 
and Scholars on the Holocaust 

“French biochemist G. Wellers exposed the Leuchter Report as fallacious” - he 
exposed only his own grotesque incompetence. “Polish researcher Prof. J. Markie- 
wicz proved with analysis that Zyklon B was used in the gas chambers of Auschwitz” 

- Markiewicz fabricated his results. “Chemist Dr. Richard Green showed that the 
revisionists’ chemical arguments are flawed” - Green actually had to admit that the 
revisionists are right. “Prof. Zimmerman proved that the crematories in Auschwitz 
could cremate all victims of the claimed mass murder.” - as an accountant, Zimmer- 
man proved only his lack of knowledge. “Profs. M. Shermer and A. Grobman refuted 
the entire array of revisionist arguments” - they merely covered a tiny fraction of 
revisionist arguments, and botched their attempt at refutation. “Keren, McCarthy, and 
Mazal found the ‘Holes of Death’ proving the existence of the Auschwitz gas chambers” - they twisted 
evidence to support their case and suppressed facts refuting it. These and other untruths are treated in 
this book and exposed for what they really are: political lies created to ostracize dissident historians and 
to keep the entire western world in merciless Holocaust servitude. 

ca. 400 pp. pb., 6"x9", b/w ill., bibl., index: $25.- 


F. Leuchter, R. Faurisson, G. Rudolf, The Leuchter Reports. Critical Edition 

Between 1988 and 1991, American expert on execution technologies Fred Leuchter 
wrote four expert reports addressing the question whether or not the Third Reich oper- 
ated homicidal gas chambers. The first report on Auschwitz and Majdanek became 
world famous. Based on chemical analysis of wall samples and on various technical 
arguments, Leuchter concluded that the locations investigated “could not have then 
been, or now, be utilized or seriously considered to function as execution gas cham- 
bers.” In subsequent years, this first Leuchter Report was the target of much criticism, 
some of it justified. This edition republishes the unaltered text of all four reports and 
accompanies the first one with critical notes and research updates, backing up and 
supporting those of Leuchter’s claims that are correct, and correcting those that are 
inaccurate or false. 

227 pp. pb., 6 ”x 9”, b/w ill., $20.- 




G. Rudolf (ed.), Auschwitz •’ Piuin Facts. A Response to Jean-Claude Pressac 

French pharmacist Jean-Claude Pressac tried to refute revisionists with their own 
technical methods. For this he was praised by the mainstream, and they proclaimed 
victory over the revisionists. Pressac’s works are subjected to a detailed critique in 
Auschwitz: Plain Facts. Although Pressac deserves credit for having made accessible 
many hitherto unknown documents, he neither adhered to scientific nor to formal 
standards when interpreting documents: He made claims that he either could not 
prove or which contradict the facts; documents do not state what he claims they do; 
he exhibits massive technical incompetence, and he ignores important arguments. 

Auschwitz: Plain Facts is a must read for all those who want to argue against the lies 
and half truth of established historiography. 

197 pp. pb., 6"x9", b/w ill., bibl., index: $20.- 

Carlo Mattogno, Germar Rudolf, Auschwitz: The Case against Insanity. 

A Response to Robert J. van Pelt (fall 2005) 

The gas chambers changed the whole meaning of architecture ; Auschwitz is the 
holiest of the holy; the Holocaust is not a historical, but merely a “ moral certainty; ” 
if we remove Auschwitz from the historical picture, we end up in a nut house. These 
are typical statements by a scholar who has lost his mind: Robert Jan van Pelt. In 
2000, he appeared as an expert witness in the trail of British historian David Irving 
against Jewish theologian Deborah Lipstadt. In his book The Case for Auschwitz, 
based on his testimony, van Pelt claimed that he finally proved the existence of 
homicidal gas chambers in Auschwitz. The Case against Insanity exposes van Pelt’s 
insane approach to logic and evidence, when the Holocaust is involved, is exposed. 

His meticulously 

ca. 180 pp. pb., 6"x9", b/w ill., bibl., index: $16.- 

Send orders to: Castle Hill Publishers, PO Box 257768, Chicago, IL 60625; +1-877-789-0229; www.vho.org 






Jurgen Graf, The Giant with Feet of Clay. 

Raul Hilbergs major work “The Destruction of European Jewry” is generally consid- 
ered the standard work on the Holocaust. The critical reader might ask: what evidence 
does Hilberg provide to back his thesis that there was a German plan to exterminate 
Jews, to be carried out in the legendary gas chambers? And what evidence supports 
his estimate of 5.1 million Jewish victims? 

Jurgen Graf applies the methods of critical analysis to Hilberg’s evidence and 
examines the results in the light of Revisionist historiography. The results of Graf’s 
critical analysis are devastating for Hilberg. Graf’s Giant With Feet of Clay is the 
first comprehensive and systematic examination of the leading spokesperson for the 
orthodox version of the Jewish fate during the Third Reich. 



128 pp. pb., 6"x9", b/w ill., bibl., index, $9.95 


Germar Rudolf, The Rudolf Report. Expert Report on Chemical and Technical Aspects 
of the ‘Gas Chambers’ of Auschwitz 

In 1988, Fred Leuchter, American expert for execution technologies, investigated 
the alleged gas chambers of Auchwitz and Majdanek and concluded that they could 
not have functioned as claimed. Ever since, Leuchter ’s claims have been massively 
criticized. In 1993, Rudolf, a researcher from a prestigious German Max-Planck-Insti- 
tute, published a thorough forensic study about the alleged gas chambers of Auschwitz, 
which irons out the deficiencies and discrepancies of the Leuchter Report. 

The Rudolf Report is the first English edition of this sensational scientific work. It 
analyzes all existing evidence on the Auschwitz gas chambers. The conclusions are 
quite clear: The alleged gas chambers of Auschwitz could not have existed. In the 
appendix. Rudolf describes his unique persecution. 



455 pp. A5, b/w & color ill., bibl., index; pb: $30.-; hardcover: $45.- 


Carlo Mattogno, Special Treatment in Auschwitz. Origin and Meaning of a Term 


When appearing in German wartime documents, terms like “special treatment,” “spe- 
cial action,” and others have been interpreted as code words that signify the killing of 
inmates. While certainly the term “special treatment” in many such documents meant 
execution, the term need not always have had that meaning in German records. In this 
book, C. Mattogno has provided the most thorough study of this textual problem to 
date. Publishing and interpreting numerous such documents about Auschwitz - many 
of them hitherto unknown - Mattogno is able to show that, while “special” had many 
different meanings in these documents, not a single one meant “execution.” This 
important study demonstrates that the habitual practice of deciphering an alleged 
“code language” by assigning homicidal meaning to completely harmless documents 
is no longer tenable 



151 pp. pb., 6"x9", b/w ill., bibl., index, $15.- 


Carlo Mattogno, The Bunkers of Auschwitz. Black Propaganda v ersus History 

The so-called “Bunkers” at Auschwitz are claimed to have been the first homicidal 
gas chambers at Auschwitz specifically errected for this purpose in early 1942. With 
help of original German wartime files, this study shows that these “Bunkers” nevi 
existed. It also shows how the rumors of these alleged gas chambers evolved as black 
propaganda created by resistance groups within the camp. The third part shows how 
this black propaganda was transformed into ‘reality’ by historians. The final chapter, 
dedicated to the material tests (aerial photography and archeological research) confirms 
the publicity character of the rumors about the “Bunkers.” 

264 pp. pb., 6"x9", b/w ill., bibl., index: $20.- 



Carlo Mattogno, Auschwitz: The Central Construction Office 

Based upon mostly unpublished German wartime documents form Moscow archives, this 
study describes the history, organization, tasks, and procedures of the Central Contruction 
Office of the Waffen-SS and Police Auschwitz. This office, which was responsible for the 
planning and construction of the Auschwitz camp complex. An indispensible study designed 
to prevent Holocaust historians from misinterpreting Auschwitz documents. 

182 pp. pb., 6"x9", b/w ill., glossary: $18.- 
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Carlo Mattogno, Auschwitz: The First Gassing. Rumor and Reality 


The first gassing of human beings in Auschwitz is claimed to have occurred on Sept. 3, 
1941, in a basement room. The accounts reporting it are the archetypes for all later gassing 
accounts. This study analzses all available sources about this alleged event. It shows that 
these sources contradict each other in location, date, preparations, victims, etc., rendering 
it impossible to extract a consistent story. Original wartime documents inflict a final blow 
to the tale of the first homicidal gassing. 

157 pp. pb., 6"x9", b/w ill., bibl., index: $16.- 



Carlo Mattogno, Ausch witz: Krematorium I and the Alleged 
Homicidal Gassings 

The morgue of Krematorium I in Auschwitz is claimed to have been the first homicidal 
gas chamber in that camp. This study thoroughly investigates all accessible statements 
by witnesses and analyzes hundreds of wartime documents in order to accurately write a 
history of that building. Mattogno proves that its morgue was never used as a homicidal 
gas chamber. 

138 pp. pb., 6"x9", b/w ill., bibl., index: $18.- 


C. Mattogno, Auschwitz: Open Air Incinerations 

Hundreds of thousands of corpses of murder victims are claimed to have been incinerated 
in deep ditches in Auschwitz. This book examines the testimonies and establishes whether 
these claims were technically possible. Using air photo evidence, physical evidence as well 
as wartime documents, the author shows that these claims are untrue. 

132 pp. pb., 6"x9", b/w ill., bibl., index: $12.- 

Jtirgen Graf, Carlo Mattogno, Concentration Camp Stutthof audits Function in 
National Socialist Jewish Policy 

The concentration camp at Stutthof near Danzig in western Prussia is another camp 
which had never been scientifically investigated by Western historians. Officially 
sanctioned Polish authors long maintained that in 1944, Stutthof was converted to an 
“auxiliary extermination camp” with the mission of carrying out the lurid, so-called 
“Final Solution to the Jewish Problem.” Now, Jurgen Graf and Carlo Mattogno have 
subjected this concept of Stutthoff to rigorous critical investigation based on Polish 
literature and documents from various archives. It shows that that extermination 
claims are in contradiction to reliable sources. Again they have produced a standard 
and methodical investigative work which authentic historiography can not ignore. 

2 nli ed., 128 pp. pb., 6" x 9", b/w & color ill., bibl., index, $15.- 

R.H. Countess, Ch. Lindtner, G. Rudolf (eds.), Exactitude. Festschrift for 
Robert Faurisson to his 75th Birthday 

75 years before this book was published, R. Faurisson was born, prob- 
ably the most courageous intellectual of the 20th century and the beginning 
of the 21st century. With bravery and steadfastness, he challenged historical 
and political fraud, deception, and deceit by exposuring their lies and hoaxes. 

His method of analytical exactitude in historiography have become famous. 

This Festschrift is dedicated to him in his struggles. It contains a collection of arti- 
cles by several authors addressing various issues of scientific revisionism in general. 

Holocaust revisionism in particular, and biographic sketches of Robert Faurisson’s 
scholarship over the decades. 

140 pp. pb., 6"x9", ill., biographies: $15.- 

Upcoming Books (working titles): 

- Franz W. Seidler: Crimes Against the Wehrmacht (vol. 1 &2). Collection of documents and testimonies 
about crimes committed against members and units of the German Wehrmacht during WWII. 

- Walter Post: The Defamed Wehrmacht. Collection of evidence proving that the German Wehrmacht 
was probably the most righteous army of WWII, always trying to keep a high standard of honor. 

- Carlo Mattogno: Healthcare in Auschwitz. A documentary study on the vast efforts of the SS to keep 
their prisoners alive and healthy. 
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